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THE National Board of Fire Underwriters will begin its 
annual session at its headquarters in New York to-day. It 
is presumed that matters of importance will be discussed, as 
the situation in fire underwriting at the present time is such 
as to demand the most thoughtful consideration. The regu- 
lar reports of committees are usually interesting, while the 
compilation of statistics annually presented to the board fur- 
nishes a record of underwriting experience in the aggregate 
that is extremely valuable. We regret that the meeting oc- 
curs on our publication day, thereby precluding us from 
printing a report of the proceedings in this issue of THE 
SPECTATOR. 





SUPERINTENDENT VAN CLEAVE of Illinois has been doing 
excellent work in breaking up the irresponsible insurance 
companies, claiming to be Illinois organizations, that were 
selling their policies all over the country wherever victims 
could be found. He has recently warned the public against 
a class of bogus companies that make their headquarters in 
Chicago, but are not entitled to do business in that State. 
Claiming their head offices in that city, they send their policies 
to agents in other States, some of whom are found to be 
unscrupulous enough to palm them off on their customers 
as legitimate policies of insurance. As they do not violate 
the laws of Illinois, the Superintendent can do nothing more 
than warn the public against them, which he does in unmis- 
takable language. There are similar concerns in other cities 
that do business in Illinois surreptitiously, to which the Su- 
perintendent pays his respects as follows: 

The companies thus represented are, as a rule, worthless, fraudu- 
lent or mythical concerns which have not the financial standing or 
ability to comply with the laws of any State, their reputations being 
those of insurance pirates and freebooters, who prey upon and rob 
the insured in one State by selling them worthless policies of insur- 
ance, while seeking an asylum of safety within the boundaries of 
another State. The representatives of the concerns in Chicago refrain 
from insuring property in this State through fear of penalty, and 
confine their operations to other States in the hope of escaping the 
penalty by remaining beyond the reach of their laws. Similar opera- 
tions in this State are left to their brethren who harbor in other 
States and keep out of the reach of our laws. It is a system of reci- 
procity of frauds. 





THE recent -destructive fire at Hull and Ottawa, Canada, 
whereby property valued at about $15,000,000 was consumed, 
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is another demonstration that the most conservative under- 
writing is impotent to contend against the “conflagration 
hazard.” The insurance companies were heavy losers by this 
fire, and yet they appear to have exercised good judgment in 
scattering their liability over a wide area. The loss of any one 
company upon any individual risk would not prove a serious 
matter for it to meet, but when a conflagration spreads over 
a wide area, and consumes risk after risk, the conservative 
underwriter, who prides himself on writing small lines upon 
selected risks widely separated, is as great a sufferer as the 
one who writes a large amount upon a single risk. Conflagra- 
tions are no respecters of underwriting theories or conserva- 
tive practices, but shower losses upon the believer in careful 
selection as well as upon his less particular, if not reckless, 
competitor. Under the conditions that prevailed at Hull and 
Ottawa, and at the Boston and Chicago conflagrations the 
best risk proved to be no better than the worst, as all kinds 
were involved in the common destruction. Every city has its 
“conflagration hazards,” and a fire started among them is 
liable to defy the most elaborate methods of fire prevention 
and fire fighting. All that can be done is to make every pro- 
vision possible for controlling fires in their incipiency, first, 
by an abundant water supply, and, second, by the employ- 
ment of modern fire apparatus directed by experienced men 
trained to its use. Thorough inspections will do much to re- 
duce the “conflagration hazard,” but its complete elimination 
will not be attained until our cities are rebuilt on a fire-proof 
basis. 





MucH interest is shown by fire underwriters in the tables 
printed in THe SpEcTATOR at the beginning of each year, 
under the heading of “Fire Insurance by States,” as they show 
what amount of business each company is doing in each State, 
premiums received and losses incurred. There is a wide di- 
versity in the different States as to the time within which the 
companies are required to file their reports, and we are un- 
able to print all of them as promptly as we would like, not- 
withstanding the fact that we have special arrangements in 
nearly every State for their compilation as soon as the com- 
pany reports are filed. For instance, this year we printed the 
report of California in our issue of January 25; other States 
have come along at irregular intervals, while on May 1 two 
States were still lacking. One of these, Kentucky, has had 
such an upheaval of its State government that it is scarcely 
surprising that official reports are unattainable this year, but 
if California can secure reports from the companies during 
the first month of the year, why cannot the others? There is 
no delay on our part in printing them after their receipt, but 
the companies are dilatory in reporting unless spurred up by 
the State supervising officers. In this connection a corres- 
pondent calls our attention to the fact that in some instances 
companies report their premium receipts in gross, and their 
losses net, thus securing a more favorable showing than the 
facts warrant. Annual reports and general statistics, to be of 
any value whatever, should be absolutely accurate. State- 
ments that convey to the public the impression that the com- 
panies are making large profits, even when they are trading 
on the narrowest margin, or a possible absolute net loss, are 
certainly prejudicial to insurance interests. 
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THE COMBINED DEATH AND EXPENSE RATE. 


N 
| expense outgo on each one hundred dollars of mean in- 
surance in force for the twenty years ending with 1899, as 
compiled from the returns of the companies filed with the 
Insurance Department of the State of New York. _ Besides 
showing the figures for each year, columns are also given 
covering each of the four quinquennial periods, and also the 
average for the entire twenty years. During the twenty years 
under consideration this ratio has been remarkably uniform, 
and it is pleasant to note that in the five years ending with 
1899 the average ratio was the lowest of the four five-year 
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the accompanying table is shown the combined death and - 
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periods, indicating that the rapid accession of new business 
was an important factor in keeping down the average death 
rate, and also that the expenses had reached practically their 
limit. The death rate, of course, cannot be controlled by the 
companies, once the business is placed on the books, but the 
outgo for expenses can be kept down, and although some 
companies are running on economical lines there are others 
whose statements show abundant opportunity for retrench- 
ment. However, it is an encouraging sign to note that the 
ratio of expenditure computed on this basis is not as high as 
it was ten or even five years ago, and gives indication of being 
reduced still further as the years go by. 


THE CoMBINED D&ATH AND EXPENSE RATE PER CENT OF MEAN INsURANCE IN FORCE OF TWENTY-EIGHT LIFE INSURANCE COMPANIES FROM 
1880 TO 1899 INCLUSIVE. 
[Copyright, 1900, by The Spectator Company, New York.] 























































































































| AVERAGES. 
COMPANIES. 1880 | 1881 | 1882 | 1883 | 1884 | 1885 | 1886 | 1887 | 1888 | 1889 | 1890 | 1891 | 1892 | 1893 | 1894 | 1895 | 1896 | 1897 | 1898 | 1899 1880 | 1885 | 1800 | 1895 | 1880 
to to to to to 
| 1884 | 1889 | 1894 | 1899 | 1899 
‘Visi 
| | 
PAE 00 dseeswent 2.20 | 2.26 | 2.24 | 2.30 | 2.32 | 2.24 | 2.30 | 2.44 | 2.46 | 2.31 | 2.12 | 2.29 | 2.54 | 2.29 | 2.14 | 2. 2.09 | 2.37 | 2.19 | 2.30 | 2.26 | 2.35 | 2.28 | 2.26 | 2.28 
Se ea 1.78 | 1.82 | 2.30 | 2.56 | 2 o1 | 2.14 | 2.21 | 1.87 | 1.91 | 1.89 | 2.09 | 1.97 | 2.08 | 1.81 | 1.89 | 1.86 | 1.89 | 1.82 | 2.14 | 2.07 | 2 09 | 2.00 | 1.97 | 1.93 | 2.00 
Brovklyn ......0-s+..0+ 2 52 | 3.39 | 271 | 2.88 | 2.86 | 3 13 | 3 37 | 2.74 | 3 24 | 3.83 | 3.67 | 3 65 | 3.20] 3.05 | 2.95 | 2.89 | 4.50 | 3.83 | 3.51 | 4-30 | 2.87 | 3.28 | 3.31 | 3.81 | 3.32 
Connecticut G neral .. | 2.39 2.53 | 2.43 | 2.49 | 1.85 | 2 38 | 1.94 | 2.15 | 2.09 | 2.22 | 2.11 | 2.19 | 2.03 | 1.97 | 2.04 | 1.93 | 2.09 | 1.95 | 1.65 | I 75 | 2.34 | 2.15 | 2.07 | 1.88] 2.11 
Connecticut Mutual..... 2.27 2.49 | 2.28 | 2.50 | 2.44 | 2.76 | 2.56 | 2.73 | 2.79 | 2.89 | 2.95 | 2.98 | 3.16 | 3.06 | 3.19 | 3.19 | 3-34 | 3-45 | 3-24 | 3-45 | 2-39 | 2-75 | 3-07 | 3-33 | 2-89 
Equitable, New York... .| 2.21 | 2 20 | 2 10 | 2.04 | 2.08 | 2.15 | 2.19 | 2.17 | 2.26 | 2.17 | 2.31 | 2.22 | 2.26 | 2. 2.08 | 2.18 | 2.25 | 2.20 | 2.25 | 2.38 | 2 13 | 2 Ig | 2.19 | 2.25 | 2.19 
SEE “nok nse sivas €2.78 €2.44\€2.61/€2.57\€2 51/€2.65| 2.18 | 2.42 | 2.53 | 2.76 | 2.67 | 2.91 | 2.78 | 2. 2.64 | 2.59 | 2.36 | 2.45 | 2 49 | 2.82 | 2.58 | 2.51 | 2.77 | 2.75 | 2.64 
SEE EAN aise 62 sac6se 2.38 | 2.32 | 2.31 | 2.38 | 2.44 | 2.38 | 291 | 2.55 | 2.61 | 2.53 | 2.43 | 2.52 | 2.95 | 2 66 | 2.85 | 2.61 | 2.87 | 2.55 | 2.61 | 2.51 | 2.37 | 2.59 2.68 | 2.63 | 2.56 
John Hancock*......... € 2.30 €2.19|¢ 2.26) 1.84 | 2.18 | 2.18 | 2.55 | 2.51 | 2.30 | 2 82 | 2.34 | 3.14 | 2.90 | 2.85 | 2.77 | 2.76 | 2.89 | 2.50 | 2.52 | 2.65 | 2.21 | 2.45 | 2.75 | 2.66] 2.52 
Manhattan ............. 3-10 | 2.66 | 2.60 | 3.05 | 2.82 | 2.99 | 3 05 | 3.27 | 3.50 | 3.48 | 2.92 | 2.99 | 3.11 | 3.06 | 3.34 | 3-13 | 3.08 | 2.86 | 3.36 | 3.14 | 2.84 | 3.26 | 3.09 | 3.11 | 3.07 
Massachusetts Mutual...| 2.09 | 2.29 | 2.17 | 2.33 | 2.02 | 2.12 | 2.41 | 2.08 | 2.09 | 2.17 | 2.22 | 211 | 2.19 | 2.05 | 2.08 | 1.93 | 1.95 | 1.81 | 2.15 | 2.21 | 2.20 | 2.17 | 2.13 | 1.99] 2.12 
Metropolitan *........../¢2.46 ¢2.32/¢ 1.91|¢2.57/¢ 3.14|¢ 2 43) 3.23 | 3-79 | 3.99 | 3-63 | 3.81 | 3.99 | 3.93 | 5.07 | 3.01 | 2.72 | 2.68 | 2.18 | 2.06 | 2.05 | 2.49 | 3.41 | 3-94 | 2.34 | 3-04 
Mutual of New York... .| 2.04 | 2.09 | 2.06 | 2 12 | 2 05 | 2.34 | 2.28 | 2.46 | 2 69 | 2.68 | 2.63 | 2.50 | 2.54 | 2 77 | 2.60 | 2.63 | 2.54 | 2.53 | 2.50 | 2.79 | 2.07 | 2.49 | 2.61 | 2.60! 2.44 
Mutual Benefit.......... 2.30 | 2.48 | 2.18 | 2.17 | 2.14 | 2.32 | 2 52| 2.51 | 251 | 2.49 | 2.48 | 2.50 | 2.48 | 2.50 | 2 37 | 2.49 | 2.31 | 2.33 | 2.21 | 2.39 | 2.26 | 2.47 | 2.47 | 2.35 | 2.39 
National of Vermont....| 1.87 | 1.58 | 1.88 | 2.30 | 2.18 | 1.88 | 1.94 | 1.94 | 2.15 | 2 II | 2.07 | 2 22 | 2.05 | 1.05 | 1.79 | 2.35 | 1.91 | I. 2.05 | 2.28 | 1.96 | 2.00 | 2.01 | 2 II | 2.02 
New England..........- 2.05 | 2.24 | 2.32 | 2.35 | 2.22 | 2.55 | 2.22 | 2.02 | 2.45 | 2.28 | 2.49 | 2.26 | 2.11 | 2.30 | 2.09 | 2.14 | 2 29 | 2.36 | 2.27 | 2.35 | 2.24 | 2.31 | 2.25 | 2.28 | 2.27 
New York Life..........| 2.32 | 2.52 | 2.35 | 2 51 | 2.27 | 2.26 | 2.18 | 2.52 | 2.34 | 2.39 | 2.44 | 2 22 | 2 41 | 2.28 | 2.10] 2.09 | 2.15 | 2.17 | 2,10 | 2.23 | 2.39 | 2.34 | 2.29 | 2.15 [ 2.29 
Northwestern........... 1.94 | 2.05 | 1.94 | 1.95 | 1.74 | 1.77 | 1.72 | 1.89 | 1.80 | 1.90 | 1.89 | 1.76 | 1.86 | 1.72 | 1.50 | 1.57 | 1.61 | 1.72 | 1.74 | 1.85 | 1.92 | 1.81 | 1.74 | 1.70] 1.79 
Penn Mutua!........... 2.29 | 2.39 | 2.22 | 2.38 | 2.10 | 2.29 | 2.18 | 2.00 | 2 27 | 2.29 | 2.31 | 2.14 | 2.13 | 2.10 | 2.07 | 2.05 | 2.15 | 2.16 | 2.07 | 2.14 | 2.28 | 2.21 | 2.15 | 2.11 | 2.18 
Phoenix Mutual.........| 2.38 2.46 | 2.77 | 2.70 | 2.96 | 2.99 | 2.68 | 3.32 | 3 14 | 3-18 | 3.68 | 3.59 | 3.90 | 3.59 | 3.08 | 3.34 | 3.06 | 2.73 | 2.84 | 3 04 | 2.66 | 3.06 | 3.56 | 3.00 | 3.07 
Provident L. and T......| 1.60 | 1.59 | 1.76 | 1.52 | 1.57| 144/155 | 135 | 1.81 | 1.60] 1.54 | 1.44] 1.55 | 1.60 | 1.59] I 44| I.71 | 1. 1.81 | 1.71 | 1.61 | 1.57 | 1.54 | 1-65] 1.59 
Provident Savings ...... 2.64 2.13 | 2.41 | 1.64 | 1.31 | 1.18 | 1.31 | 1.39 | 1 25 | 1.71 | 1.79 | 1.67 | 1.86 | 1.99 | 1.99 | 2.27 | 2.30 | 2.59 | 2.39 | 2.70 | 2.03 | 1.38 | 1.86 | 2.45 | 1.93 
State Mutual............ 1.71 1.91 | 1.56 | 1.78 | 1.79 | 2.21'| 2.12 | 1.94 | 2.15 | 1.83 | 1.79 | 1.99 | 1.98 | 1 84 | 1.88 | 1 78 | 1.77 | 1.86 | 1.90 | 2.01 | 1.75 | 2.05 | 1.89 | 1.86 | 1.89 
ROMUEEG 5 csikseewakvsses 1.87 1.60 | 1.42 | 1 68 | 1.61 | 1.65 | 1.86 | 1.58} 1.78 | 1.57 | 1 81 | 1.73 | 1.82 | 1.72 | 1.71 | 2.19 | 1.66 | 1.74 | I 71 | 2.14 | 1.63 | 1.68 | 1.76 | 1.89 | 1.74 
Union Central. ......... 2.45 2.41 | 2.91 | 3.06 | 2.64 | 2.69 | 2.68 | 2.46 | 2.43 | 2.51 | 2 31 | 2.00 | 1.93 | 1.96 | 1.88 | 1.86 | 1.83 | 1.84 | 1.84 | 1.85 | 2.70 | 2.55 | 2.02 | 1.84 } 2.28 
Union Mutual........... 258 2.74 | 2.69 | 2 44 | 2.58 | 2.78 | 2.69 | 3 06| 2.83 | 2.41 | 3.20 | 3.02 | 3.33 | 3.11 | 2.92 | 2.94 | 2.46 | 2.79 | 2.79 | 2.68 | 2 61 | 2.75 | 3.12 | 2.73 | 2.80 
United States...........] 3.22 | 3.69 | 3.29 | 3.36 | 3.27 | 3.08 | 3.18 | 3.25 | 3.13 | 2.64 | 2.89 | 2.77 | 2.89 | 2.85 | 2.55 | 2.43 | 3.00 | 2.58 | 2. 3.08 | 3.37 | 3- 2 79 | 2.74 | 2.99 
Washington ............ 2.29 | 2.37 | 2.42 | 2.12 | 2.29 | 2.12 | 2.45 | 2.34 | 2.72 | 2.63 | 2.55 | 2.66 | 2.85 | 2.74 | 2 54 | 2.80 | 2.95 | 2.77 | 2.95 | 3.28 | 2.30 | 2.46 | 2.67 | 2.95 | 2.59 
Averages (28 cos.)-.... 2.26 | 2.34 | 2.29 | 2.32 | 2.26 | 2.32 | 2 37 | 2.41 | 2.47 | 2.46 | 2.48 | 2.48 | 2.53 | 2.32 | 2.24 | 2.26} 2.28 | 2.27 | 2.24 | 2.39 | 2.30 | 2.41 | 2.40 | 2.29 | 2.34 














* Excluding industrial business. 


e Expenses partly estimated. 











SPECTATOR SURVEYS. 
IN AND ABOUT NEW YORK. 


Companies have received notice from the Automatic Fire Alarm 
Company that, in a portion of the building, 9 and 11 West Fourth 
street, the automatic fire alarm protection has been discontinued. 

Circular No. 135 quotes the following ruling and committee 


changes: 

No Allowance for Full Coinsurance on Commissions and Profits— 
The rate committee rules that no allowance is permissible for full 
coinsurance on commissions and profits. ; 

Committee Changes—Lindley Murray, Jr., of the Empire City In- 
surance Company, retires from the arbitration committee and is suc- 
ceeded by George B. Edwards of the Germania Fire Insurance Com- 
any. 

: The arbitration committee now consists of the following members: 
FE. A. Walton, chairman; A. M. Thorburn, Charles L. Case, I. Rem- 
sen Lane, Curtis C. Wayland, John E. King and George B. Edwards. 

E. F. Schleyer of the Norwich Union Fire Insurance Society retires 
from the brokerage committee and is succeeded by William Wood of 
the Palatine Insurance Company. f : 

The brokerage committee now consists of the following members: 





Frank Lock, chairman; R. Bleecker Rathbone, W. L. Perrin, F. O. 
Affeld and William Wood. 

A. H. Wray of the Commercial Union Assurance Company retires 
from the executive committee and is succeeded by T. D. Belfield of 
the Imperial Insurance Company. 

The executive committee now consists of the following members: 
George S. A. Young, chairman; Francis P. Burke, G. W. Burchell, 
W. W. Henshaw, D. D. Leeds, John D. Mills and T. D. Belfield. 


Manager Henry E. Hess has issued a circular relative to his valu- 
able and convenient Finding List of Fire Insurance Literature. 
This compilation of Mr. Hess is a catalogue of the library of the 
Insurance Library Association of Boston and forms a most practical 
index. 

What with all the various tunnel and transit schemes on foot for 
the development of the Greater New York, the continued increase in 
outlying realty values seems to be assured. These projects presage 
a good future for building insurances owing to the large mortgagee 
interests which they foster and encourage. 


The May supplementary list of licensed brokers came out-on the 
4th inst., and the entire aggregation now mounts up again to nearly 
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the same number of names which it did a few weeks ago. It is a 
curious fact, spoken of quite frequently of late, that every fire insur- 
ance organization of this city which has in the past sought, among 
other things, to curtail the number of recognized brokers by restric- 
tive legislation, has always produced more than were ever dreamed of. 


Storage lines’ generally are being received—a pleasing indication 
that stocks are passing through a period of replenishment and a 
sign of a return to normal conditions as to insurable values. 


Of late there has been noticed a considerable difference in the 
estimates furnished by the daily fire patrol records as to the probable 
amount of damage, and that obtained from the newspapers, or in 
fact from final settlements. The symbolic references of the fire patrol 
daily circulars, at times, appear to be over-conservative and a trifle 
misleading when measured by the actual results of adjustment. 


The agitation now going relative to an increase in the rates on the 
contents of non-fibre storage stores, is directly in line with our re- 
marks on this subject during the last days of the old Tariff Associa- 
tion. These risks should be subject to schedule rating as well as any 
other classes of hazards. Thirty-six cents for 88 and go Pearl 
street and forty cents for the Manhattan or Lincoln Storage Ware- 
houses, seems a trifle incongruous. 


Charles R. Manning of 2557 Third Avenue, in addition to repre- 
senting the American of New York, has been appointed branch 
manager of the Lancashire Insurance Company. 


John H. Deles-Dernier, who represents the Caledonian, London 
and Merchants of Newark in Brooklyn, has removed to 185 Mon- 
tague street. 

President D. A. Heald of the Home of New York celebrated his 
eighty-second birthday last week, on which occasion ex-Governor 
Levi P. Morton lunched at the Home, and expressed his congratula- 
tions. 


Since the fires on Newtown Creek, the many large establishments 
there have taken more precaution against fire by organizing private 
fire fighting corps, and weekly drills with hose and bucket are now 
had in nearly every establishment. These concerns have a grievance 
against the fire department, and have done this to save a lot of hard 
work, ‘which may prove valuable against possible big fires in the 
future. 


New York Insurance Department is about to examine the Fidelity 
and Casualty and the American Surety. 

General Benjamin F. Tracy has issued invitations to a dinner to be 
given to Francis Hendricks, the New York Superintendent of Insur- 
ance. 

Adolph O. Bothner, representing himself as president of the Met- 
ropolitan Co-operative Association of New York, has been arrested, 
charged with conducting an insurance business without authority 
from the Insurance Department. 

According to figures compiled by The Journal of Commerce and 
Commercial Bulletin, the fire loss in the United States and Canada 
for the month of April amounted to $25,727,000, inclusive of $12,000,- 
ooo in the Hull-Ottawa conflagration. In the corresponding month 
of 1899 the loss was $9,213,000 and in 1898 but $8,211,000, so that 
even deducting the conflagration referred to April losses were very 
high. In the four months of the current year the losses have aggre- 
gated $66,258,500, as compared with $49,893,000 and $37,958,000 in 
1899 and 1808 respectively. Last month there were 213 fires, each 
of which caused a greater loss than $10,000, and no less than thirty 
were in excess of $100,000 each. So far this month fires have been 
numerous and costly and the probability of the year’s total falling 
below that of 1899 may even now be discounted. 


CHICAGO AND THE WEST. 


The death of Eugene Harbeck cast more than an ordinary shadow 
over the usual run of street events last week, the deceased being 
especially esteemed for his frank and generous nature, not less than 
for the high position he had attained in the business at a compara- 
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tively early age. The fine memorial presented by Thomas S. Chard 
in behalf of the Chicago underwriters was truly expressive in a special 
way of the sense of individual loss sustained by Mr. Harbeck’s asso- 
ciates. 


The Firemans Fund could hardly have done better than make 
avail-of the chance to secure John Marshall, Jr., as joint manager of 
its central department in conjunction with F. H. McElhone, who has 
already been identified for some time with this favorite company. 
It is assumed that the central department will hereafter push the 
business somewhat more actively than was done under the previous 
very conservative administration. 


Thomas G. Otis, Jr., becomes Cook county manager of the Im- 
perial. Lyman & Herrick have now five members in their firm and 
announce an extension of offices as well as an expansion of business 
under the direction of E. W. Lyman, W. S. Herrick, W. C. Coe, 
W. G. Apfel and John F. Ross. 


R. S. Critchell & Co. have also five members and more companies 
and announce that they have added the agency of the Camden Fire 
Insurance Association of Camden, New Jersey, U. S. A. Lloyd K. 
Marshall has forsaken Maitland & McAvoy and fire insurance, and 
becomes associated with J. Means Smith in the practice of law. 


“Please favor us with a check as our auditor is expected here next 
week.” This form of invitation is getting more general and the in- 
troduction of the auditor as a bugbear is a pleasing innovation in 
the gentle art of dunning. And then it is so English. 


The old agency of A. D. Kennedy & Co. has finally changed, owing 
in the main to Mr. Kennedy’s physical incapacity for business since 
his accidental injuries several years ago. His faithful partner, W. G. 
Lemay, succeeds to the agencies of the companies under the style of 
W. G. Lemay & Co. Mr. Kennedy, with one of his sons, expects to 
continue as a broker with the agency of Herrmann, Dana & Co. 


Chicago and Evanston will lose the presence of C. L. Whittemore, 
recently a special agent of the Lancashire, who now goes to St. Louis 
(which is in the State of Missouri) to engage in the work of inde- 
pendent adjusting. Mr. Whittemore has many friends to encourage 
this project and who doubtless incline to the opinion that it is easier 
to adjust losses in Missouri than to make rates or make money. 


Four alleged firebugs, including one “insurance adjuster,” have 
been indicted by the grand jury for starting various fires in the stock 
yards district. Curiously enough, none of the names appear in the 
list of suburban agents approved by the Chicago Underwriters As- 
sociation after appointment by the “Cook county special agent.” And 
yet some people wonder why the public cordially indorses valued 
policy laws. 


As a rule, it never pays to steal a name. The imitation A£tnas, 
Phoenixes, States and Traders have always been short-lived. The 
Traders of New York, with its wealthy directors, proved no exception 
to the rule. 


A well-known adjuster had a funny experience last week. Afte1 
diligently compiling valuable summaries of legal constructions of the 
fire insurance policy, he was entrusted with a small case which he 
promptly closed with the claimant to the extent of taking proofs. 
Upon reporting his action to the company they gravely turned him 
down by pointing out that no liability attached under the terms of the 
policy for the explosion of a gas stove where, as in this case, no fire 
damage ensued! The adjuster subsequently explained the case to 
the claimant and offered to pay the loss out of his own pocket. This 
was not acceptable, especially as the “other company” had paid with 
out a kick. But should not a company in all fairness back up the 
acts of its adjusters even though faulty in details of judgment? The 
mistakes of Moses were numerous, but his people stood by him just 
the same. 


Frank A. Vernor of the Queen is the able son of a worthy sire and 
his arguments against mutual church insurance might well be ex- 
tended by adaptation to mutual fire insurance in general. Mr. Ver- 
nor strikes a solar plexus blow at the proposed Methodist insurance 
scheme when he sums up the objections to it in a-recent circular. 
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BOSTON AND VICINITY. 

E. B. Cowles of Fields & Cowles has returned from his sojourn on 
the Pacific Coast. He received a “royal” welcome at the Water 
street offices. 

The Camden Fire Insurance Company is now fully authorized to 
transact business in Massachusetts. 

John C. Paige & Co. will represent the New England business of 
the Armenia Fire, which had its license revoked because of impaired 
capital. Its New England business has been reinsured in the Camden 
company. 

On Tuesday, the Ist inst., G. T. Forbush, Boston, assumed the gen- 
eral agency for New England of the German-American and German 
Alliance insurance companies. Special Agent K. S. Ducayet of the 
same company will, in the future, be located at Hartford, Conn. 

George W. Taylor, formerly of the insurance firm of Blake & 
Taylor, now an independent adjuster, has been designated by the Ex- 
port Lumber Company of New York and Boston to look after their 
interests in connection with the conflagration in Ottawa. 

A. P. Folk, general agent of the Metropolitan Plate Glass Insur- 
ance Company, has returned from a sojourn in North Carolina. 

The successor to Elwood Hendrick, who has gone to New York as 
chairman of the chemical hazards committee of the New England 
Insurance Exchange, will probably be selected during the coming 
week. 

The Pawtucket, R. I., Mutual Fire Insurance Company contem- 
plates entering Massachusetts. The company has assets of $355,- 
398.92, and a net cash surplus of $215,575.77. 

The underwriters have notified the town of Hopkinton, Mass., that 
unless better fire protection is provided, they will advance insurance 
rates. The town has appointed a committee to consider the recom- 
mendations of the underwriters; but, on the question of introducing 
a fire alarm system, it was voted inexpedient. 

David W. Bartlett, aged seventy-two, and Judson G. Clark, aged 
sixty-three, both prominent insurance underwriters, died in Spring- 
field, last Sunday. 

For setting fire to a building in Chelsea, last December, for the 
purpose of obtaining the insurance on stock contained therein, F. H. 
McArdle has been sentenced to the reformatory for an indefinite 
period, and W. A. Bliss gets eighteen months. 

Superintendent Abbott of the Boston Protective Department has 
just issued his report for the month of March. The total insurance 
loss for the month was $192,296.36, as follows: On buildings, insured, 
$58,167.58; not insured, $8425; on contents, insured, $118,179.79; not 
insured, $7525; loss on rents, $1384. 


Life and Casualty Notes. 

The action of the American Legion of Honor in calling a double 
assessment upon its members, payable on or before May 31, is likely 
to cause some squirming and result in a decrease in the member- 
ship. The American Legion of Honor Journal, published in Boston, 
just issued for May, devotes nearly all its space to giving the finan- 
cial standing of the order, the list of losses and claims paid during 
the year ending December 31, 1899, and to explaining why it has been 
found necessary to call a double assessment. It says: 


Members will note that the executive committee has called two 
assessments for May. Those who have followed the news this year 
have realized that the country has had the greatest death rate of its 
recent history, and has suffered especially from grippe and pneu- 
monia; the first of these having been epidemic over a wide area. The 
American Legion of Honor has had its full proportion of both; and 
since January 1 when all proved benefit fund claims had been covered, 
the liabilities have been running ahead of the receipts. An extra as- 
sessment is therefore necessary; and the executive committee has pre- 
ferred to be prompt in issuing a call for it, rather than to delay the 
benefits to those who may be in urgent need of them, and who, 
whether in want or not, have right to immediate consideration. 
Why do we have an extra assessment in May? Because the deaths in 


the order for January, February, and March of this year called for the 
sum of $437,000. The assessments received for the same months 
amounted to $323,000. The difference between these liabilities and re- 
ceipts is $114,000, which represents one full assessment. 


The statistics regarding this fraternal order show that it has been 
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losing members and business steadily for several years, according to 
the comparative figures for 1895 and 1899, which we copy from The 
Pocket Register of Life Associations. 1895—certificates in force, 
53,210; insurance in force, $136,263,000; total income, $2,913,197; 
death rate, 18.4 per 1000 certificates in force. 1899—certificates in 
force, 16,894; insurance in force, $37,294,500; total income, $1,588,274; 
death rate, 32.0 per 1000 certificates in force. 

The following statistics are rather interesting at the present time. 
The total benefit fund payments in 1899 was $1,675,707; emergency 
fund assets, par value, $406,334; market value, $442,479. Benefit fund 
statement—balance December 31, 1808, total $562,731; total receipts 
in 1899, $1,519,311; total benefit and emergency funds, $2,082,041. 
Payments in 1899, 659 claims, $1,663,500; balance on hand December 
31, 1890, $418,541. Division of funds—in emergency fund, $406,334; 
in mortuary fund, $12,207; total, $418,541. Number of members 
initiated in 1899, 519. 

The occupancy of the new offices of the Hartford Life in the Frank- 
lin Building, last Tuesday, was the occasion of quite a little ceremony. 
A large number of underwriters and others responded to invitations, 
and there was a good throng to assist in the wouse-warming. Thomas 
B. Bemis, supervisor of agencies, was presented with a beautiful 
clock. 

Wednesday, this week, the 9th inst., the Women Life Underwriters 
Association gave, at the Parker House, a reception to the Boston 
Life Underwriters Association. 

D. N. Holway of Boston represented the Boston Association at the 
dinner of the Life Underwriters Association of Central Massachu- 
setts. 

On May 14 the receivers of the Massachusetts Benefit Life Associa- 
tion expect to pay a first and final dividend of twenty-six per cent on 
the expense account, which is entirely independent of the policy 
claims. The expense account, aggregating about $20,000, comprises 
rents and office expenses. The final dividend to policyholders will 
be better than five per cent, making rather more than forty-five per 
cent in all. The real estate of the defunct association has been dis- 
posed of to good advantage. 


NOTES FRO? PHILADELPHIA. oe 

Promptly on the 1st inst. Secretary Wilmerding of the Philadelphia 
Fire Underwriters Association issued the new schedule for rating 
mercantile and light manufacturing buildings. It reflects much 
credit on the work of the secretary and the earnest efforts of George 
E. Wagner and Charles A. Hexamer. The basis rate for a supposed 
perfect building is twenty cents with some thirty odd charges for 
deficiencies. Ratings hereafter will be made on a scientific and prac- 
tical basis. The schedule contains many of the best features of Mr. 
Moore’s Universal Mercantile Schedule and has been arrived at after 
the most careful investigation of schedules now in use by many 
underwriters’ associations. It has been estimated by a number of 
prominent underwriters that the new ratings will show an average 
advance of not less than ten per cent over the present existing high 
rates. 

The “sole agency” idea has caught this city. During the past two 
months no less than a dozen companies have given up their second 
agents and some of them have been large producing agencies. The 
Reading Fire has just appointed William A. Simpson & Sons their 
sole agents. The Simpson office has represented the Reading for 
a number of years and given them a good business. 

The Citizens of Pittsburg retain Hare & Chase as sole agents. This 
firm has represented the Citizens for a number of years. ; 

Slowly but surely the sole agency idea is coming to be recognized 
as the only safe method of doing business in this city. All companies 
will wake up to this fact sooner or later. Multiple agencies have done 
a vast amount to demoralize the business of this city. 

The twenty-five-cent “pink slip” has already shown its effect. The 
Mayor has submitted to selectmen and common councils a plan 
for increasing the water facilities. Two plans have been submitted, 
costing in the neighborhood of between $600,000 and $700,000. They 
both provide for a pumping station with pumps of a capacity of 225 
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pounds per square inch pressure, delivering 4,000,000 to 5,000,000 
gallons of water daily, 20-inch mains on Market street, 12-inch in 
Race, Arch and Walnut streets and 8-inch in North and South streets 
to Broad street, and 300 to 400 additional hydrants. The measure is 
sure of passing councils, and it is not expected to be long before the 
work will be commenced. If it is all done, the town will be a “haven 
of rest” for insurance people generally, and our troubles will be over. 








INDUSTRIAL INSURANCE. 


(Our readers will oblige by sending us suggestions, items of news, etc., such 
as appointments of superintendents and assistant superintendents, or anything 
of interest in connection with industrial insurance.] 


—C. F. Choate has been appointed superintendent of the Detroit district 
of the Sun Life of Canada’s thrift branch. 

—C. E. Willis, formerly superintendent for the Western and Southern 
at Springfield, O., has been transferred to Canton, O. 


—The Metropolitan’s Onondaga-Syracuse (N. Y.) district is now in 
charge of Superintendent S. Lacy, who succeeds C. E. Rafferty. 

—P. H. Garrett has been made an assistant superintendent for the West- 
ern and Southern at Springfield, O. He was formerly with the Prudential. 


—F. B. Parker has been placed in charge of the Metropolitan’s new dis- 
trict at Houston, Tex. He was formerly superintendent at Sedalia, Mo. 


—The Association of Prudential Superintendents of Indiana and Ken- 
tucky will hold its next quarterly meeting on July 3, at South Bend, Ind. 


—The number of Sunlight, dated April 25, issued by the Sun Life of 
America, had as a special supplement a fine portrait of M. W. Adams, the 
president of the company. 


—J. W. Wetmore, formerly assistant superintendent for the Metropoli- 
tan at Marion, Ind., has been promoted to the superintendency of Peru, 
Ind. His successor at Marion is S. F. De Moss. 


—John Heathcote, superintendent for the Metropolitan at Pittsburg, and 
his brother, Thomas, who has charge of the Detroit district, will sail for 
Europe next month, to enjoy a well-earned vacation. 


—Members of the Prudential’s Detroit district recently held a very 
enjoyable reunion at the Wayne Hotel, at which ladies were guests. Danc- 
ing, an excellent menu and bright addresses made the occasion one long 
to be remembered. s 

—James Reid, Milwaukee superintendent of the Prudential, was again 
among the leaders in industrial increase for the first quarter of the year, 
had an assistant rank No. 2 in actual increase in the same period, and 
an agent rank No. 4. 


—J. Butler, formerly an assistant in the New Albany (Ind.) district of 
the Metropolitan Life, has been promoted to the superintendency of that 
office, succeeding William F. Pinaise, who recently resigned to join the 
company’s Louisville (Ky.) forces. 

—The officers and agents of the Sun Life held a reunion at the Galt 
House in Louisville, on April 27. After the usual routine business had 
been disposed of, the assembled agents enjoyed an elaborate banquet. 
Speeches were made by President M. W. Adams, Young E. Allison, Harry 
Weissinger, Shirley E. Johnson, L. Coleman and G. W. McFarland. 


Colonial Notes.—The following promotions have been made from the 
agency to the assistancy ranks: Edward S. Simpson, Camden; George 
Heney, Greenville, and W. H. Robertshaw, Orange—The new line of 
ordinary policies issued by the company has, as was anticipated, produced 
a big improvement in the business, and Manager Johnston is having his 
hands full in getting out fresh literature explaining the many attractive 
features of the contracts—Dover, N. J., under the administration of Oscar 
Peer, is proving itself to be one of the best of the company’s smaller dis- 
tricts during this year. The work is not confined to any one part of the 
district, but seems to be widely diffused—There was never so much life 
dcwn in the Elizabeth district as at the present time. It is believed to be 
due to the tireless energy of Manager Copping—Orange, N. J., is advanc- 
ing so rapidly under Manager Smith’s guiding hand that it is making it 
decidedly interesting for some of those who have heretofore occupied lead- 
ing positions. He believes before the middle of the year is reached he 
will be very close to top place—One of the company’s leading assistant 
managers is Eugene O. Pierson of the Phillipsburg district, whose work 
proves him to be almost a match for any two men—Since Assistant Man- 
ager A. J. Warrington took charge of affairs at Lambertsville he has 
made quite an improvement, and the outlook was never better in that 
vicinity—George W. Robbins, assistant manager at Hightstown, who has 
been connected with the Colonial for a long period, has proved what hard 
work can accomplish, He entered the service an utter stranger to the 
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business, made an agency record among his own townspeople it would be 
hard to duplicate, and since his well-earned promotion to assistant he 
has sustained his reputation on all points—Manager Charles, of New 
Brunswick, still proudly holds first place for 1900. The assaults from 
Paterson, Newark, Jersey City and other points are continuous, but as yet 
unsuccessful—The company’s business was never on such a firm founda- 
tion as at the present time. New business is steady; collections excellent; 
lapse rate moderate. All the work is being accomplished without “‘spurts” 
or “‘specials,’”” and when the year is closed it will be realized that the 
Colonial has made another substantial record. 
HINTS FOR INDUSTRIAL WORKERS. 

The large industrial companies, at a considerable outlay of trouble and 
expense, publish and circulate, from week to week, “‘Honor Lists’”’ of the 
leaders in every department of field and agency work. Do you ever stop 
to realize what it means to have your name on these lists? A great deal 
more, you may be sure, than merely the honor and satisfaction of having 
your name in print—though that is a great incentive we must admit. It 
means that you are among the successful—whether you be an agent, as- 
sistant or superintendent; that as a business producer you are demon- 
strating your ability and thereby are helping to build up, year after year, 
the power and fame of the organization with which you are identified. 

As a field worker, therefore, it should be your constant aim to see your 
name on these published ‘‘Lists of Leaders,’’ and it should be your pride 
to see that your name is kept well up toward the top and in a better posi- 
tion each month. You will find, if you try it, that not only can this be 
done but the effort required to get “‘listed,’’ to stay “‘listed’’ and to ad- 
vance upon this ladder of fame will give you a creditable record which may 
win you rewards and promotion. 

“Not every one can be a leader!’’ did you say? Very true; but some 
can, some will, and the thing for you to worry about is not what the 
other fellow is going to do, but just about yourself. Are you doing your 
best? Are you working with all the strength of body and of brain, with 
enthusiasm and determination to win the prize yourself? If you are, then 
you will come pretty near gaining it, and let the man who is just above 
you on the list do his own worrying. There’s room enough for you there 
if you will only push yourself to the top. 

An excellent plan is to select some feature of the business and make 
up your mind to excel in that particular. Suppose you decide that you 
will secure a larger amount of new business than any other agent in the 
district during a certain period of time—say three months—or that you 
will obtain the highest percentage of collections, the greatest number of 
revivals, the smallest arrears, or the least lapses. The variety is large 
to choose from. Your experience will suggest which is the most available, 
but having started, persevere until you have secured for yourself the rep- 
utation and position which you covet. Its results will be felt in your 
increased income and, very likely, your selection to fill a higher position 
in the future. 

For it should never be forgetten by the agent, and especially by those 
who have recently started in the field work of industrial insurance, that 
in that large and somewhat vague combination of forces, business ma- 
chinery and originative genius called the ‘“‘Home Office,’”’ there are those 
whose eyes are constantly upon the field. They are scanning the records 
with constant and minute attention to find that “pearl of great price,’’ a 
competent man. The opportunities for promotion are many, but it is only 
the man who has shown his fitness for it in conducting his agency who will 
be selected to fill the assistant’s chair. And this should be an inspiration 
to every ambitious agent, for here ambition never lacks opportunity nor 
merit its reward. 

There is everything in training. Some men go through life half trained, 
half prepared for the struggles which are sure to come to them. Is it any 
wonder that there are so many unsuccessful people in the world? No 
business demands more insistently a proper training in order to succeed 
than does life insurance. A certain kind of education is necessary—a 
knowledge of your business—a thorough knowledge. The industrial field 
numbers among its workers men of every grade—college men, university 
men, men who received their education at the common schools, men who 
might be said to have received no education at all, and each grade has 
its representatives among the successful, but you cannot find one man 
among all those who are making a success of industrial life insurance to- 
day who has not a thorough working knowledge of his business in all 
its principal phases. This may be thought a sweeping statement, but it 
is true, because without that knowledge no permanent success can be 
gained. 

“To him who hath shall be given’’ is another way of saying “nothing 
succeeds like success.’’ People like to deal with successful men. There is 
nething strange about that. You do not feel exactly like intrusting your 
important business affairs to the hands of a tramp or to those whom you 
suspect to be incompetent in business matters. The successful life agent 
who has a reputation for writing large amounts of insurance inspires 
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every new case. He has no difficulty in securing audiences, nor in in- 
fluencing them in the right direction, which, after all, is the most im- 
portant. 


One thing which spoils a reputation of this kind, especially among in- 
dustrial policyholders, is the frequent change of collectors on a certain 
debit. Assistant superintendents in whose hands the solution of a great 
deal of this agency problem lies should strive to make these changes as 
few as possible. The longer an agent remains in a certain territory the 
greater his power to secure business, that is, if he is the right kind of 
man. And here again the assistant is concerned, for only the right kind 
of men should be appointed. Care in the selection of men, proper methods 
employed in their training, their development to the highest point of 
efficiency as producers and close attention to their accounts to prevent 
arrears and deficiencies, ought to make any bright, intelligent, persevering 
man a successful assistant superintendent. 


A good industrial agent having once gotten upon the track of a prospect 
nothing on earth should call him off until he has run him to earth and 
secured his application. Pertinacity, the power to hold on, the refusal 
to “let go’’ until the desired end has been gained and the application 
with its advance payment obtained, is the one characteristic which is 
bound to make a successful insurance man. What a pity that so few men 
have not a determined grip on the things of this business that are worth 
working for! 





NEWS OF THE WEEK. 


Resignation of Charles H. Ferguson & Sons. 
CONSIDERABLE surprise was created in life insurance circles last week 
by the announcement of the resignation of Charles H. Ferguson & Sons, 
general agents of the Mutual Life of New York for Illinois. Mr. Ferguson 
has been connected with the company for some twenty-five years, and 
has always been known as a highly successful manager. As his sons 
grew up they were taken into the firm, three of them now being members, 
viz.: George M., James L. and Charles H., Jr. Neither the firm nor the 
company will discuss the resignation, although a representative of the 
firm is quoted as saying that the relations between the general agency 
and the company had ever been harmonious. The office in the Tacoma 
building, Chicago, is in charge of a special representative of the company, 
and Walter Gillette, general manager of the Mutual, left New York for 
the West last Saturday. It is probable that the State will be divided and 
general agencies established at a number of important centers. 





Insurance Reference Book. 

THE L. D. Garrett Company of New York has just issued The Insurance 
Reference Book for 1900, being the third annual edition. The work con- 
tains detailed information regarding assets, liabilities, surplus, income 
and disbursements during 1899 of American and foreign fire and casualty 
companies; also business from organization, lists of stocks, bonds and 
collateral loan securities, description of real estate holdings and mort- 
gage loans. Particulars are also given regarding dividends paid and 
general and special agents employed. Only fire and miscellaneous cas- 
ualty companies are included in the work, with special attention to un- 
licensed foreign companies. The book sells for $10 per copy, including 
monthly supplements, and orders can be placed through The Spectator 
Company, 95 William street, New York. 





The Handy Guide for 1900. 
DELIVERIES of copies of the ninth annual edition of The Handy Guide to 
Premium Rates, Applications and Policies of American Life Insurance 
Companies are being made as rapidly as the facilities of the bindery will 
allow. The high reputation which this work has enjoyed during the past 
eight years for accuracy and completeness of detail is the best test of its 
merit, and the present edition is fully up to its predecessors in this re- 
spect. Details are given regarding premium rates, surrender value, divi- 
dend illustrations, policies and applications of sixty-five life insurance com- 
panies, seven of which have their headquarters outside the United States, 
so that practically every company actively engaged in the life insurance 
business is represented. All old and obsolete matter has been eliminated 
and a large number of new policy forms, together with their premium 
rates and values, have been included, thereby bringing the work up to 
date. In presenting the data the publishers have adhered to the system 
of showing all the particulars of each company in consecutive pages, so 
that an agent or anyone using the book is not compelled to search through 
several sections in order to find complete particulars regarding any speci- 
fied company. For convenience of arrangement, variety and extent of 
information and reliable presentation of facts, The Handy Guide occupies 
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an unequalled position. The book is handsomely bound in flexible leather 
covers, the shape being convenient for the pocket, and sells at the low 
price of $2 per copy. All orders must be addressed to The Spectator Com- 
pany, 95 William street, New York. 

PREMIUM RATES. 

Premium Rates of American Life Insurance Companies, Showing Tables 
of Rates for Policies in General Use, is the title of a new publication issued 
by The Spectator Company, delivery of which will begin within a few days. 
In this work are contained the premium rates of over sixty life insurance 
companies operating in the United States and Canada, the whole making 
up a book of some 144 pages. The various forms of policy issued by the 
several companies are clearly indicated by the headings to the columns 
and the first page for each company deais with the common forms of life 
and endowment insurance, on which the bulk of the business is written. 
To each cover of the book is attached a flap, on which appear the rates 
of the particular company whose agent is using it, and by means of which 
comparison can instantaneously be made with the rates of any other 
company. Premium Rates is handsomely printed, bound in flexible leather 
covers in a shape convenient for the pocket, of uniform style and size 
with The Handy Guide and Analysis of Policy Conditions, and sells at 
the low price of seventy-five cents per copy. All orders must be addressed 
to The Spectator Company, 95 William street, New York. 





The American Guild of Richmond. 

AN unfortunate error occurs in the 1900 edition of the Pocket Register of 
Life Associations, with reference to the American Guild of Richmond, 
Va. Under the heading “Invested and Other Assets” there is a blank for 
the year 1899 for this order, whereas the figures $145,305 should have been 
filled in. The table of Actual and Contingent Assets and Liabilities at the 
end of the book gives the figures correctly. This order has been careful 
to accumulate a reserve fund to protect its contracts, and at the close of 
1899, after deducting liabilities of $15,000, this fund amounted to over 
one hundred and thirty thousand dollars. 





Fire Report of Illinois Department. 
JAMES R. B. VAN CLEAVE, Superintendent of Insurance for Illinois, has 
issued the text of his annual report on fire insurance, from which we 
extract the following: 

The Western Insurance Company of Aurora, whose principal office was 
recently established at Chicago, has for some years been doing business 
under a special charter, granted by the legislature of this State in 1869. 
Like many other charters of this character, it conferred special privi- 
leges as to investments and contained provisions which, to some extent, 
limited the jurisdiction of the Superintendent over its affairs and trans- 
actions. The ownership and control of the company changed hands about 
the end of 1898. Its statement for December of that year was found to 
contain some assets which, upon investigation, were found to be entirely 
worthless. These were required to be made good with cash to the extent 
required to keep its capital unimpaired, and sworn evidence of the value 
of the other assets furnished. Its statement of the condition for the 
present year was again found to be unsatisfactory and a thorough ex- 
amination of the company was made by the Department, which revealed 
the fact that a large portion of its assets shown in its last two statements 
were apparently acquired and reacquired for the sole purpose of making 
statements to the Department. Mortgages were reported as owned by 
the company in its statement for December 31, 1898, and again in its state- 
ment for December 31, 1899. The examination showed that they had 
been parted with between the dates of the two statements, brought back 
before making the last statement, and parted with again February, 1900, 
for unsecured notes and mortgages of doubtful character. The company 
was found to be, -in fact, in an insolvent condition, and the attorney of 
the Department was instructed to begin proceedings for the appointment 
of a receiver, but before proceedings were instituted by the Deparment, 
the secretary of the company, by proceedings in the Circuit Court of Cook 
county, secured the appointment of the Chicago Title and Trust Company 


as receiver. 
* * * * * 


The result of the fire insurance business during 1899 has been -unfavor- 
able to the companies in the aggregate. While the total capital of all the 
companies operating in this State at this date shows a net increase of 
$1,447,000 over the total capital of the companies included in the last 
report of the Department, the aggregate surplus of such companies shows 
a decrease of over $5,000,000 as compared with the aggregate surplus of 
the companies at the beginning of 1899. Last year’s report showed an 
increase of surplus in companies of nearly $6,000,000 as compared with 
the preceding year. The disbursements of all companies have exceeded 
their income by $1,786,608.78. Ninety-nine companies show, an excess of 
receipts over disbursements of $5,535,789.65, while 103 companies expended 
$7,322,398.43 in excess of their income. During the year 1899 an enormous 
loss of property by fire was sustained throughout the entire country, at 
the same time it is apparent that the average premium rates charged Tor 
insurance materially decreased. The total losses incurred by the com- 
panies in this State during 1899 exceeded the amount incurred during 
1898 by $1,116,692.93, while the premium receipts in 1899 were only $487,- 
681.18 more than in 1898. The average premium rate charged in this 
State on the business of 1899 shows @ slight increase over the rate of 
1898, but not in equal proportion to the increase in losses. The tables 


show an average rate of $1.02 on each $100 insured as against $1.00 last 
year, while they show a loss ratio of .71 on each $100 insured as against 
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-66 last year, and .69 on each $1.00 of premiums received as against .66 
last year. The aggregate business of the companies in this State during 
1899 shows a loss of $286,854.65. This is the first year since 1871 during 
which a loss to the companies in the aggregate is shown on their business 
in this State. 

Undoubtedly the excessive fire loss of 1899 was the chief factor in pro- 
ducing the unfavorable result of the year’s business, but it is possible 
to see in excessive competition, causing relatively higher expenses, the 
disagreements and antagonisms of companies in consequence of such 
competition, contributing causes. Competition is conceded to be beneficial 
to trade, but excessive competition which forces prices down below cost 
is ruinous, and the smaller companies will be the first to suffer under 
such conditions. The loss factor, the expense element, and a reasonable 
interest on the investment of capital must be provided for in the rates 
charged, to sustain the business. Premium rates which fail to do so 
mean loss and disaster. Another difficulty which has confronted the com- 
panies in a number of States during the past few years has been anti- 
compact laws directed against legitimate rating associations and co-oper- 
ation in the enforcement of rules and regulations for the prevention of 
losses, restricting them in the enforcement of such conditions, rules and 
regulations as their combined judgment showed necessary, and the estab- 
lishment of uniform oe 

* * * * 


INVESTIGATIONS AND SUITS. 


The complaints which have been made to the Department of supposed 
violations of law and information of this character which it otherwise 
obtained, has made it necessary to carry on investigations almost con- 
tinuously throughout the year. While in some cases it was found that 
the facts did not warrant proceedings and in others the necessary evidence 
was not obtainable, nevertheless much has been accomplished in the way 
of compelling compliance with the requirements of the statutes, inspiring 
a greater respect for the law, and deterring would-be offenders from in- 
curring its penalties. The Superintendent feels that he is carrying out 
the purpose of the law in thus endeavoring to protect the people against 
being imposed on and defrauded by worthless and wild-cat schemes of 
insurance, and welcomes all information that will assist him in this effort 
and will promptly act in the enforcement of the law. 

During the year suits have been begun against a number of individuals 
for representing and undertaking to transact business for the London 
Fire Office, London, England; the Columbia Insurance Company of Chi- 
cago, and the Mercantile Fire Insurance Company of Chicago. Proceed- 
ings have also been instituted and are now pending to annul the special 
charters granted by the legislature years ago for the organization of 
the Columbian Insurance Company of Chicago, the Citizens Insurance 
Company of Chicago, the Northwestern Fire Insurance Company of Chi- 
cago, and the Mercantile Fire Insurance Company of Chicago. These 
charters have long lain in disuse, and have suffered cause of forfeiture 
for non use under the statute, but certain enterprising insurance ad- 
venturers have recently undertaken to revive them and exploit schemes 
of pseudo insurance. In the interest of legitimte insurance, for the pro- 
tection of the insuring public and to carry out the manifest purpose of the 
law the Superintendent considered it his duty to interpose and prevent the 
consummation of these schemes. 

A decision has been reached in the Circuit Court of Sangamon county, in 
the proceedings to annul the special charter of the Elgin National In- 
surance Company, which was mentioned in the Department report of 
1898, and a decree entered declaring the charter forfeited. This case had 
been carried to the Supreme Court by writ of error, on the question of 
jurisdiction and dismissed by the Court. An appeal has been prayed 
from the decision of the Circuit Court, but has not yet been perfected. The 
questions involved in this case were similar to those involved in the suits 
to annul the special hanteey of the omy peters mentioned. 

* 


In the investigations of the Department a condition of affairs has been 
found to exist in the city of Chicago which has been difficult to deal with 
satisfactorily under the present provisions of the laws of the State. The 
practice referred to is that which has prevailed for some years, of estab- 
lishing in that city the home office or headquarters or general agencies 
of companies not authorized to do business in this State, and usually not 
authorized to do business in any State. The companies thus represented 
are, as a rule, worthless, fraudulent or mythical concerns, which have not 
the financial standing or ability to comply with the laws of any State, and 
their representatives are insurance pirates and freebooters who prey upon 
and rob the insured in one State, by selling them worthless policies of 
insurance while seeking an asylum of safety within the boundaries of 
another State. The representatives of these concerns in Chicago refrain 
from insuring property in this State through fear of the penalty and 
confine their operations to other States in the hope of escaping the penalty 
by remaining beyond the reach of their laws. Similar operations in this 
State are left to their brethren who harbor in other States and keep out 
of the reach of our laws. It is a system of reciprocity of frauds. It is 
a scheme of swindling and a confidence game by which the unsuspecting 
are cheated. It is an injury to legitimate insurance and unfair to the 
honorable companies, which comply with the laws, disclose to the public 
their financial condition, and pay the taxes which the States impose on 
the business. The law ought not to permit these professional violators 
of law to harbor in this State and carry on their systematic operations of 
swindling whether in this State or elsewhere. The criminal law prohibits 
the setting up or promoting of lotteries in this State, regardless of whether 
the citizens of this State are victimized or not. It would seem that with 
due regard for the reputation of the State the law ought also to prohibit 
this equally swindling practice in insurance. In many cases the scheme 
is less fair than a lottery, for considering the fraudulent character of the 
concerns and the disreputable character of the agents the insured has 
not a single chance for his money. If the laws were so amended in this 
State and similar provisions were enacted in other States where these 
schemes are operated, as to prohibit the establishment of offices or agencies, 
advertisements or the transaction of any business whatever in the State 
for companies which have not complied with the laws of such State and 
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have not been duly licensed therein, the Department could deal properly 
with these violators of law and put a stop to these swindling operations. 
The Superintendent respectfully suggests the consideration of such amend- 
ments. 

* * * * * 


FIRE INSPECTION. 


The importance of a thorough and properly conducted system of fire 
inspection is apparent. It is a well-known fact that a very large propor- 
tion of fires result from incendiarism, criminal carelessness and prevent- 
able causes. The destruction of property by fire is a positive loss to the 
State and the country of material resources and tax-paying property. The 
purpose as well as the result of a proper system of fire inspection is a 
reduction of the loss of property from the causes before mentioned. 
Thereby the unnecessary destruction of material wealth and tax-paying 
property is saved to the State. Nor is the State alon benefited by a 
diminution of the fire waste. In the determination of premium rates in 
fire insurance the loss ratio is the most important factor. Such measures, 
therefore, as will effectually reduce the loss ratio will ultimately decrease 
the premium rates, and the insurer will directly profit in the decreased 
rates. 

In the unnecessary and criminal destruction of property the honest 
insurer suffers on account of the criminal and the careless, by reason of 
the higher rates charged. A system of inspection which shall determine 
the cause of fires and secure the prosecution of those criminally responsi- 
ble for them, will not only secure the punishment of the guilty and lessen 
the loss from similar causes, but will relieve the honest insurer from the 
burden of high premium rates. 








MERE MENTION. 


Life and Miscellaneous Insurance Notes. 
—New business to the amount of $612,189 was written by the Union Mutual 
during the month of April. 


—F. W. Tidball has been appointed superintendent of agents of the Meridian 
Life and Trust Company of Indianapolis. 


—President Sudlow of the Inter-State Life of Indianapolis, accompanied by his 
wife, is taking a brief rest at Atlantic City. 


—W. M. Haight has been appointed manager for the Royal Victoria Life for 
British Columbia, with headquarters at Vancouver. 


—Charles D. Bloch & Co. of Vicksburg, Miss., have been appointed State 
agents for Mississippi for the Provident Savings Life. 


—F. G. O’Hara has been appointed Michigan manager for the A®tna Life. His 
headquarters will be in the Majestic building, Detroit. 


—Clarence E. Cook, formerly secretary and treasurer of the Security Trust and 
Life of Philadelphia, died at Bridesburg, Pa., on April 27, at the age of thirty- 
eight. 


—The Metropolitan recently entered Texas through the absorption of the Cove- 
nant Mutual of St. Louis, and will be represented at Dallas, Fort Worth and San 
Antonio. 


—Joseph S. Harrison has been appointed a general agent of the Prudential in 
Philadelphia. His headquarters will be in the company’s offices in the Drexel 
building. 

—The receivers of the Massachusetts Benefit Life will declare a final dividend 
of five per cent on policyholders’ account and twenty-six per cent on expense 
account, on May 14. 


—Stephen T. Hill of Philadelphia has joined the agency of the National Life 
of Vermont in that city, under Frank Read. He was formerly Philadelphia 
agent of the Vermont Life. 


—The Federal Life of Chicago has now received its license to transact business 
from the Insurance Department, where it has deposited $100,000. The company 
has a paid-in capital of $125,000. 


—The bail in the actions brought against J. Thomson Paterson by the Mutual 
Reserve Fund and its president, F. A. Burnham, for libel has been reduced from 
$10,000 to $400 for both cases. 


—J. A. Herndon of Baltimore, formerly general agent for the Berkshire in that 
vicinity, will become a member of the staff of W. H. Valentine, Virginia general 
agent of the Provident Savings, whose headquarters are at Richmond. 


—The Economic Life of Clinton, Ia., early this year resolved to amend its 
charter and become an old-line organization. It is now reported that it has been 
unable to secure a license as such and that negotiations for reinsurance are in 
progress. . 

—The Western $100,000 Club of the New York Life recently held its annual 
banquet at the Palace Hotel, San Francisco. Oliver G. Snow acted as toast- 
master, and received a handsome silver-mounted ivory gavel appropriately 
engraved. 


—The Security Life Insurance Company of South Bend, Ind., was recently in- 
corporated, with the following directors: George M. Fountain, John B. Berteling, 
William B. Calvert, William H. Freyermuth, Charles W. Stover and John W. 
Fitzgibbon. 

—Carman Staley, agent for the Provident Savings Life at Columbus, O., was 
arrested last week, charged with having misappropriated $96.50. The charge was 
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made by P. C. Bashear of William Boswell & Co. of Cincinnati, general agents 
for the company. Staley gave bond for $200 and then caused the arrest of 
Bashear, whom he charged with having threatened him through the mails. 

—We have to thank Wm. E. Moses, president of the Insurance Bureau, for a 
handsome photograph of Niagara Falls. This photograph is pronounced by ex- 
perts to be one of the very best ever taken of the Falls, and some critics award 
it first prize. 

—The city of Grand Rapids, Mich., has abandoned its plan of taxing com- 
panies $50 a year. An organized protest was made by the life insurance men, 
who showed that the annual tax of about $300,000 which the companies pay is in 
lieu of all other taxes. 

—Harold V. Cleaver, who has of late years been connected with the agency 
force in this city of the Equitable Life, has returned to the Provident Savings 
Life, at the request of President E. W. Scott, and opened an office at 258 Broad- 
way, to be known as the Manhattan department. 

—Edward A. Woods, manager at Pittsburg for the Equitable Life, recently had 
a case in which a man made application for a policy and was killed three days 
later, before the policy had been issued. The claim will be promptly paid as soon 
as proofs of death are received at the company’s home office. 

—The Union Central Life of Cincinnati has appointed John Alley Parker of 
Louisville general agent for New York State, with the exception of the Buffalo 
district. He will have an office in New York city independent of that managed 
by W. A. Fricke. This appointment will go into effect on September 1. 

—Papers and addresses read at the National Convention of Insurance Commis- 
sioners, at Detroit, last September, will be published by the secretary, and any 
number of copies may be obtained at $1.50 per copy. J. J. Brinkerhoff is the 
secretary, and may be addressed, care of the Insurance Department, Springfield, 
Ill. 

—Major James B. Day, agency director of the New York Life Insurance 
Company, complimenting The Handy Guide to Premium Rates, Applications and 
Policies, just issued, writes: ‘‘The life insurance writers of the world owe The 
Spectator Company a debt of gratitude for this valuable auxiliary as a work of 
reference and information.” 

—Edward F. Dimock of Providence, R. I., who for several years past has been 
general agent for the Phcenix Mutual Life for Rhode Island, has resigned, and 
will join the Equitable’s Boston staff, under Manager Hill. He will be suc- 
ceeded by K. R. Brockenbrough, formerly general agent at Providence for the 
National Life of Vermont. 

—President Mabie of the National Life, U. S. of A., has succeeded in severing 
all connections between his company and Henry J. Furber, its former owner. 
The amalgamation of the Iowa Life and the National, under the name of the 
latter, has now been completed, and the Northwestern of Chicago will also be 
absorbed as soon as all its assessment contracts are transferred to the old-line 
basis. 

—The properties of the Elmira (N. Y.) Municipal Improvement Company are 
again advertised to be sold on May 25. This will probably be the end of the 
long fight between Col. Robinson and the Mutual Life, as it is reported on good 
authority that a settlement has been reached. Col. Robinson is supposed to have 
received somewhere in the neighborhood of $500,000, but positive confirmation of 
this rumor is lacking. 

—The jury in the case of the heirs of Peter Swetlick vs. the Home Life has 
rendered a verdict ordering that the company pay to said plaintiffs the sum of 
$35,875, this amount representing the original policy of $25,000 and the interest 
that has accrued thereon since the death of Swetlick, in 1892. The company has 
fought this case for several years, and, if another trial is not granted, it will, in 
all probability, be appealed. 

—The passage of a stipulated-premium law in Iowa seems to have disturbed 
a number of the assessment companies organized under the laws of that State. 
The Southwestern Mutual Life Association of Marshalltown has called a meeting 
of its members to consider the future course to be pursued. It is thought that 
the association may reinsure in the Kansas City Life Insurance Company, a 
stipulated-premium organization of Missouri, whose president, H. S. Halbert, is 
also president of the Southwestern. , 

—George W. Riggs, manager of the Chicago office of the New York Life, re- 
ports a most decided and flattering improvement in business so far this year, 
as compared with the corresponding period last year, and everything points 
toward a year of signal success. Mr. Riggs has been in his present position for 
eight years, during which time his office has turned in new premiums amounting 
to more than $1,000,000. Over eighty men are working under Mr. Riggs, and the 
staff is being constantly augmented. 

—I have just received your Handy Guide to Premium Rates, Applications and 
Policies for the year 1900, and am very much pleased with it. It is the most 
suitable book of the kind for life insurance agents living in Canada, as it con- 
tains particulars regarding the Canada Life, Confederation Life, North American 
Life, Ontario Mutual, Great-West, Standard Life and Sun Life of Canada, 
which are the leading Canadian companies in competition here. Please send me 


ten additional copies.—J. A. Johnson, General Agent of the Mutual Life In- 


surance Company of New York. 

—Fleming Brothers of Des Moines, Ia., the general agents of the Mutual Life 
Insurance Company of New York, produce annually a very large volume of 
business of the staying kind. During 1899 they wrote in the State of Iowa 
$2,710,971, a gain of $251,297 over the new issues of 1898, which is larger than the 
gain reported by any other company. The general agency of Fleming Brothers 
was established Jan. 1, 1893, at which time the Mutual Life had in force in 
Towa $10,034,511, Seven years later, on the Ist of January, 1900, the amount in 
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force was $20,715,932, a gain of $10,681,421. This net gain exceeds by over $4,500,000 
the gain in the same period by the company approaching nearest it. In a com- 
parison with thirteen companies, each of which had over $1,000,000 in force in 
Iowa seven years ago, the Mutual is shown to have forty-three per cent of the net 
gain made up to January 1, 1900. This showing is highly creditable to the com- 
pany, and particularly so to Fleming Brothers. 


—The State Life of Indianapolis expects to increase its deposit with the Auditor 
of Indiana, from $300,000 to $400,000, by July 1, and it is safe to say that it will 
open the new century with a $500,000 deposit. The business this year shows a 
satisfactory growth over last year up to date, as do also the assets, surplus and 
business in force. Its business will approximate, if it does not exceed, $12,000,000 
this year. With the addition of New York State, its field now embraces thirty- 
two States. Some new policies with entirely new features will soon be issued by 
the State Life Tnsurance Company. 

—The Insurance Bureau, with department offices at Springfield, Boston, Hart- 
ford, New York, Chicago and Atlanta, is building up a substantial volume of 
business. Its scope of work may be divided into two departments, viz.: the 
advisory department and the protective department. In the former, actuarial 
work is done, also expert accounting. In the latter, attention is given to in- 
spection and investigation of claims and losses for companies only. In connec- 
tion with the first department there is an office-outfitting section. The bureau 
now manufactures cards for every rod on the market, and is doing an ex- 
tensive business in this line, both in and out of the insurance world. It claims 
to be able to make the card system fit any business. The Western department is 
just completing a superior organization in the Southwestern States, and there is 
scarcely a point of any size in the country now without a representative of the 
Insurance Bureau. Wm. E. Moses, well known in the insurance world, is 
president of the bureau; F. W. Messerschmidt, secretary and treasurer, and L. 
M. W. Jones, assistant secretary. There should be a good field for this business. 


Fire Insurance Notes. 

—Magdeburg has applied for admission to Kansas. 

—Royal Marine is a new company proposed in Canada. 

—M. A. Shumard & Co., general agents at Dallas, Tex., contemplate moving to 
New Orleans. 

—A mutual company in Nebraska and Western Iowa is being formed by the 
retail implement dealers. 

—Second annual meeting of the Georgia Local Underwriters will be held in 
Augusta, on May 15 and 16. 

—Lewis H. Parker of Chicago has become special agent for Weed & Kennedy’s 
companies, with a Western field. 

—German-American, Phenix and Hartford have withdrawn from the Young- 
stown (Ohio) agency of Haney & Medbury. 

—Third annual convention of the Local Underwriters Association of Texas will 
be held at San Antonio, on June 27 and 28. 

—Thomas G. Otis, Jr., has been appointed manager of Cook county for the 
Imperial, to succeed John Shepherd, resigned. 

—American Guarantee Fund Mutual of St. Louis intends increasing its deposit 
with the Missouri Insurance Department to $200,000. 

—Insurance Commissioner Van Cleave of Illinois has petitioned the court to 
appoint a receiver for the Pulaski Mutual of Chicago. 

—Thos. H. Montgomery, president of the American Fire of Philadelphia, has 
prepared “A History of the University of Pennsylvania.” 

—M. F. Dunn of New Orleans has filed an amendment to his petition, in the 
suit against the Southern of New Orleans, on his loss in October, 1898. 

—The Skandia of Stockholm, through Manager Shallcross of the Royal, has 
made application for admission to Ohio to transact reinsurance only. 

—The lines of the American Sheet Steel Company, recently captured by R. A. 
Waller of Chicago, are being written by a syndicate of fifteen companies. 

—The Switzerland General of Zurich has been admitted to Illinois, and will 
conduct a lake marine business, with George L. McCurdy as general agent. 

—Frank Ostrander of West Superior, a member of the firm of C. Sunderland & 
Ostrander, died last Thursday, from the effect of an operation for tonsilitis. 


—Vice-President E. G. Snow, who has been visiting San Francisco, has been 
recalled to the home office on account of the illness of Vice-President Washburn. 


—Robert M. Ritchie has resigned as an inspector of the Chicago Underwriters, 
to take charge of the inspection department of the Minneapolis Fire Insurance 
Patrol. 

—The Atlanta Home has been given until to-day to pay the back taxes claimed 
by the County Commissioners of Fulton county, Ga., which amount to over 
$70,000. 

—The widow of Murray Hartnett has received the agency of the Manchester 
in Fort Worth, Ind. Other companies represented by the agency are expected 
to follow suit in the near future. 


—The annual meetings of the Alabama Association of Vocal Fire Insurance 
Agents will be held at Montgomery on May 10 and 11, and the Kentucky Asso- 
ciation, in Covington, on May 26. Fe ; 

—The new Chicago firm of O. W. Barrett & Co., composed of Oscar W. Barrett 
and Charles F. Pogge, has commenced business under flattering auspices, getting 
the sole agency of the German of Wheeling, which has just entered Illinois; also 
an important agency of the British-America and the Illinois State agency of the 
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Metropolitan Plate Glass Insurance Company. While both members of the firm 
are young men, they have, nevertheless, had sufficient experience in the business 


to warrant the prediction that they will make a substantial success of their- 


agency. 

—Judge Ellis has ordered the return of $26,000 worth of negotiable paper 
loaned the Provident Fire Insurance Company of America, Ltd., of New Orleans, 
by David Glover, and has declared that the corporation has no corporate 
existence. 


—Mayor James K. McGuire of Syracuse, senior member of the firm of McGuire 
& McKeough, is looking for the New York State agency of the National of 
Ireland, and has gone to Europe in the hope of making an impression at the 
home office. 

—Germania Fire of Chicago is a West Virginia corporation, with headquarters 
at Charleston, and chartered to write fire, marine and plate glass insurance. The 
authorized capital is $1,500,000, but S. W. Jacobs, the promoter, only claims 
$500,000 paid in. 

—Inspector Johnson of the National Board has submitted his report on the 
Indianapolis fire department and water supply, to the local board of underwriters. 
He recommends improvements in the fire service and new companies in the un- 
protected suburbs. 

—William H. Buckley, Third Deputy Superintendent of Insurance of New 
York, has been sworn in as an attorney and counsellor at law. Mr. Buckley 
’ passed the examination held by the State Board of Law Examiners in New 
York city on April 21. 

—Governor Shaw of Iowa has returned the valued-policy bill to the Secretary, 
unsigned, which practically amounts to a veto. He says if, after the amendments 
to the constitution are passed, the bill is stili favored by the people and repassed, 
he will affix his signcture. 

—W. J. Lemay has withdrawn from the firm of A. D. Kennedy & Co. of 
Chicago, and established the firm of M. J. Lemay & Co., and has taken all the old 
companies with him. A. D. Kennedy and A. D. Kennedy, Jr., will continue as 
the old firm, with new offices. 

—<Auditor Cornell of Nebraska has decided that there is no rule against a com- 
pany regularly admitted to that State reinsuring in one not admitted, as long as 
the tax has been paid on the original premium, but he does object to admitted 
companies reinsuring non-admitted companies. 

—Attorney-General T. S. Smith of Texas has rendered the opinion that mutual 
companies cannot issue policies at a stipulated premium, as that is the basis of 
the stock companies, and if the same is continued he will immediately institute 
proceedings for the annulment of their charters. 

—The Attorney-General of Iowa, in answer to the many inquiries as to whether 
mutual companies could handle both fire and tornado business, has stated that 
they could, but each line must be handled independently, the fire business attend- 
ing to the fire losses and expenses, and the tornado doing the same. 

—By the election of Nevitt S. Bartow as secretary of the Queen, William Bush, 
formerly his assistant, becomes special agent of the company for Massachusetts, 
Connecticut and Rhode Island, and John L. Collins has been transferred from 
New Jersey to Portland, to cover Maine, New Hampshire and Vermont. 


—F. S. McDaniel, special agent of the Manchester, and American of New 
York for Kentucky, Tennessee, West Virginia and Arkansas, will hereafter make 
his headquarters at Chicago, in order to familiarize himself with the entire field, 
preparatory to taking a responsible position in the Western department office. 


—Thomas C. Hindman’s suit against the First National Bank of Louisville and 
C. B. Sullivan et al. for conspiracy and fraud in connection with the organization 
of the Columbian Fire Insurance Company has been decided in favor of the 
defendants. Mr. Hindman asks for a new trial, and if it is not granted will take 
an appeal. 

—J. B. Morisette of Quebec has been presented with a handsome diamond ring 
from Montreal and Quebec friends; a valuable clock with gold inscription, from 
the Lancashire; a set of floral ornaments, from the Guardian, and many other 
gifts, in commemoration of the twenty-fifth anniversary of his entering the in- 
surance business. 

—A tangle in the adjustment of the loss of Snyder, at Newark, is causing 
quite a little stir. Just before the fire the broker was notified to replace $12,500, 
which he did. The new insurers now claim they are not liable, as they were to 
replace the other lines, which were not legally canceled, while the old company 
reports “not on.” 

—Manager W. E. Chapin of the Fire Association, Pennsylvania, and Delaware 
has arranged his special agents’ force as follows: B. A. Hamlin, for Virginia and 
North Carolina; Marion Knowles, South Carolina and Florida; J. Turner Fitten, 
Alabama and Georgia; B. M. Griffin, Louisiana and Mississippi, and C, M. Ben- 
jamin, Kentucky and Tennessee. 

—The heavy tobacco losses in the South have given the managers a great deal 
to worry about. Lines are being reduced, and they are wondering whether the 
Louisville Board will increase the rates. The losses at Richmond, Danville and 
Durham, in Virginia, and North Carolina and at Clarksville, Tenn., added to the 
Louisville fires, make a very unfavorable showing. 





Agency Changes and Appointments. 

Fire.—John R. Balsmeyer of Toledo succeeds C. A. Banister, resigned, as 
special agent of Ohio; Percy W. Clark, special agent of New York State for 
Farmers of York, Pa.; C. H. Garrison succeeds F, F, Murray as Ohio and In- 
diana special agent of the Grand Rapids; Walter P. Dolte, manager of the 
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Squire, Hahn & App agency in Cincinnati, has become its owner; Pennsylvania 
and Maryland have been added to the territory of Manager Harbers of the North 
German, located at New York; John H. Nelson, formerly special agent of 
Western, and British-America, has been appointed in a similar capacity for the 
Insurance Company of the State of Illinois, in Wisconsin. 


Lire.—G. M, Cunningham, general agent for Southern Texas, Mutual Benefit 


LF Galveston; Charles D. Fullerton, general agent Prudential, Worcester, 
ass. 





TOO LATE FOR CLASSIFICATION, 


—State Life of Indianapolis has entered Minnesota. 

—Suits have been brought in Connecticut to recover moneys put into premiums 
paid to the Northwestern Life of Chicago upon a basis wholly different from that 
upon which the company is now doing business. 

—George C. Mott has been appointed by the New York Underwriters Agency 
its State agent for Minnesota and the Dakotas. For the past fifteen years he has 
been connected with the St.. Paul Fire and Marine. 

—The Tennessee Chancery Court has decided that the Connecticut Mutual Life 
need not pay a privilege tax for the years in which it has written no new business 
in the State. The company formally withdrew in 1894. 

—Edison Electric Light Company of New Orleans has settled out of court the 
losses caused by fire on St. Charles avenue, in February, 1899. The claims 
amounted to $126,000, and suit was entered jointly by the policyholders and in- 
surance companies. 

—A man in Georgia serving a life sentence for murder has been pardoned be- 
cause the widow of the supposed murdered man, in a suit to recover on a 












































$5,000 insurance policy, set up the claim that death was caused by accident. The 
jury took the same view and gave a verdict in her favor. 
Life Insurance by States. 
Insurance | Insurance : Insurance 
ge : Premiums Losses 
Name or Company. in Force Written H in Force 
Dec. 81, 1898,| in 1899, | Received. | Incurred. | 12° 31, 1999, 
_ ARKANSAS. $ $ $ $ 
Equitable, New York. 4,649,937 | 1,361,998 164,413 42,072 5,369,763 
Fidelity Mutual.......) «ss eeee 317,245 37,155 11,000 1,528,055 
LOS re 9,000 444,634 4,173 7,000 252,376 
SOS aude 170,000 10,000 6,444 eadans 157,000 
eS en 104,447 6,500 2,973 5,389 93,787 
Kansas Mutual....... 70, 6,500 pS ahaann 24,500 
Massachusetts Mut... 2,725,611 551,500 111,150 53,954 3,082,996 
Mutual of Kentucky. 184, 107,500 12,276 4,000 222,000 
Mutual of N. Y...... 10,350,204 | 1,945,421 293,072 85,157 11,605,340 
New York Life....... 3,709,929 875,813 ,034 75,978 4,142,815 
Security T. and L.... 34,000 27,384 849 2,000 42,000 
Travelers ...... oaund 928,680 82,142 23,349 11,660 933,332 
Union Central ..... Fe 3,838,140 | 1,003,956 121,066 66,748 4,248,613 
Washington .......... 261,085 27,000 8,912 3,000 217,050 
WOON dadccncane 27,085,533 | 6,767,593 914,066 367,958 31,869,627 
ILuino!s. 7 
tna, Life 17,582,934 | 2,945,529 760,132 320,234 18,778,906 
American Union 2,095,775 833,8 28,163 2,500 2,097,452 | 
Berkshire ..... “ 4,668,632 | 1,174,500 168,206 41,681 5,347,882 
Canada Life.......... 1,140,570 456,000 50,541 8,000 1,509,570 
Connecticut Mutual.. 19,406,280 | 1,272,911 541,925 388,612 19,625,386 
Des Moines Life..... 2,087,250 737,750 36,642 44,000 2,211,250 
Equitable of N. Y. 35,387,034 | 10,416,902 | 1,418,075 511,564 40,925,915 
Equitable of Iowa. 1,208,271 500 45,540 5,246 1,357,660 
Fidelity Mutual 7,877,050 679,718 98,928 46,500 4,106,991 
Franklin Life... 7,877,060 929, 214,877 95,734 8,170,935 
Germania* .... 2,418,423 331,474 92,096 84,908 2,511,599 
Hartford Life. 5,937,500 475,000 139,397 93,500 5,250,500 
Home Life.... 5,132,864 837,100 186,771 113,451 5,402,637 
Illinois Life 4,716,500 244, 21,408 4,000 4,748,500 
ohn Hancock*.. 4,824,277 | 2,759,086 210,542 52,414 6,332,293 
ansas Mutual.. = 503,000 269,500 8,505 1,000 317,500 
Manhattan ....2..00- 2,404,123 423,742 83,730 59,595 2,336,115 
Massachusetts Mut... 8,884,272 | 1,567,100 307,083 201,708 9,405,485 
Metropolitan* ........ 32,827,485 | 26,014,876 | 1,343,310 339,959 44,493,177 
Michigan Mutual..... 4,088,890 | 1,094,799 132,859 27,550 4,296,440 
Mutual Benefit....... 17,544,034 | 3,328,197 617,598 333,646 19,244,774 
Mutual of New York. 51,777,368 | 9,501,116 | 1,737,480 742,893 56,493,314 
National of Vermont. 3,394,310 | 1,098,402 136,512 100,130 3,846,387 
Nat. Life, U. S. A.... 103,825 | —s.ae0ee 895 10,833 92,325 
New England ........ 11,948,759 | 1,296,070 445,292 215,261 12,290,894 
New York Life....... 60,151,126 | 17,233,658 | 2,572,027 811,306 71,739,010 
Northwestern L. & S.| __....e. 5,675 ct ) 5,675 
Northwestern Mut.... 41,487,462 | 6,677,514 | 1,766,964 590,521 45,624,087 
Pacific Mutual*....... 916,884 560,630 35,908 5,500 1,224,864 
Penn Mutual ......... 6,172,290 | 1,819,900 264,302 58,936 7,293,690 
Pheenix Mutual...... 2,562,069 578,634 92,903 80,716 2,811,073 
Provident L. and T.. 4,454,079 466,184 181,530 37,251 4,667,043 
Provident Savings.... 6,092,319 | 2,913,739 173,342 80,725 7,085,887 
Prudential® .......... 20,225,987 | 16,913,737 977,451 204,914 27,242,701 
Royal Union ......... 1,090,000 | 1,496,500 61,016 14,000 1,874,200 
Security Mutual .....] =... 483,500 See) decease 753,500 
Security “T. and 713,440 732,979 48,581 14,000 923,684 
State Mutual......... 5,911,387 | 1,255,320 205,754 75,158 6,512,994 
Sun of America*...... 345,806 727,016 11,933 1,483 291,040 
Travelers .....ceccsees 8,236,486 474,399 198,687 209 8,216,531 
Union Central ....... 11,514,152 363,300 344 12,613,911 


























*Including industrial business, t Losses are those paid, 
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LIFE IN SURANCE BY STATES. —Continued. 
Insurance | Insurance . Insurance 
: “1 oe ; Premiums Losses ri 
Name or Company. in Fore Wriit : F 
Dec. 31, 1898.| in 1899, | Received. | Incurred. | 20 37"9g99, 
ILtrnotrs—Cont. $ 3 $ $ 3 
Union Mutual........ 3,746,508 590,427 120,879 45,242 3,857,967 
United States......... 3,694,955 | 1,305,975 i 88" 673 3,853,620 
Washington .......... 3,589,383 715,282 121,676 55,253 3,813,869 
ce ei 442,808,143 | 131,042,416 | 16,151,778 | 6,205,649 491,599,233 











Miscellaneous Insurance by States. 


















































wow 
ee 
Namg AND LOCATION OF Premiums Losses Risks Written | © 25 
Company. Received. Incurred, | and Renewed. | | 46 
| cou 
a= 
| 
ALABAMA, 
Accident. g $ $ % 
7Etna Life, Hartford.......00000 2,367 522 638,3 22.1 
lidelity and Casualty, N. Y..... 11,204 2,734 3,911,750 24.4 
London Guar. & Accident, Lon. 1,348 438 306,500 32.5 
Maryland Casualty, Baltimore... 2,450 972 400 39.7 
Preferred Accident, New York.. 12,284 11,235 5,917,000 91.4 
Standard Life and ’Ac., Detroit.. 18,133 12,920 1,444,000 71.3 
Travelers, Hartford... :.cvicscodess 31,092 19,171 9,798,950 61.6 
Union Cas. & Surety, St. aegeia. 5,567 2,352 588,050 42.2 
United States Casualty, N. Y.... 1,835 395 1,341,000 21.5 
MAE nacasencksceeveveesene 86,280 50,739 24,528,950 58.8 
rglary. 
Fidelity oe Chonan, ie oe |S eee 29,250 oese 
Employers Liablitay. 
Frankf’t M.. A. & P. G., F’kf’t. 400 172 10,000 43.0 
lidelity and Casu: alty, Be Weise, 6,873 3,694 1,040,000 53.7 
London Guar. & Accident, Lon. 6,271 1,779 420,000 28.4 
Maryland Casualty, Baltimore... 19,675 1,889 152,000 9.6 
Union Cas, & Surety, St. Louis. 1,096 1,091 210,000 99.6 
United States Casualty, N. Y 9,618 10,026 260,000 | 104.2 
WORMED choceicadetasters site 43,933 18,651 2,092,000 42.4 
‘ay 4 ae Surety. 
Cit & Surety, Phil. ee Pr oR ane 
cig nob Coauainy, _S ee WP yieawe 110,900 — 
delity and Deposit, Baltimore. 13,206 774 2,122,250 5.8 
Guar. Co. of N. Am., Montreal.. 3,725 1,751 1,030,950 47.0 
a? Surety, New York..... 2,995 371 804,128 12.4 
VU. 7id. & Guar., Baltimore.. 8,987 1,238 2,018, 261 13.8 
ZOU .0ss000 sneeeeebeseses 29,896 4,134 6,138,639 13.8 
Plate Glass. 
Fidelity and Casualty, N. Y..... 2,095 606 80,646 28.9 
Lloyds Plate Glass, New York.. 992 562 36,005 56.6 
Maryland Casualty, Baltimore.. 243 69 3,383 28.4 
Metropolitan Plate Glass, N. Y.. 914 294 35,061 32.2 
Union Cas. & Surety, St. Louis. 294 226 6,140 76.9 
MIE iio eck onssskactesucer 4,538 1,757 161,235 38.7 
Steam Boiler. 
Fidelity and Casualty, N. Y.... 2,995 1,421 824,666 47.4 
Hartford Steam Boiler, Harti'd: 7,643 107 818,186 14.0 
Maryland Casualty, Baltimore... 806 668 163,500 82.9 
Union Cas, & Surety, St. Louis. Oe i” a tees 120,600 aa 
United States Casualty, N. Y 196 75 70,000 38.3 
MAMAIE, a ccnsesstacedoeskssens 11,803 2,271 1,996,352 19.2 
Aggregates (Alabama)..... 176,599 77,552 34,946,426 43.9 
DELAWARE, 
Accident. 
Central Accident, Pittsburg..... 58 190 23,000 | 328.2 
Fidelity and (€ ‘asualty, ee 3,180 2,609 583,164 82.1 
Gen. Accident Assurance, Perth. 154 46 148,000 29.9 
London Guar. & Accident, Lon. 3,556 820 240,000 23.1 
Maryland Casualty, ‘Baltimore.. 77 100 2,500 | 129.9 
Preferred Accident, New —- R 6,026 2,418 3,191,000 40.1 
Standard Life & Ac. , Detroit... et > | setts 172,500 TERE 
Si ery Tene Te 13,722 6,183 4,390,164 45.1 
Employers Liability. 
Employers Liability Assu., Lon. 1,819 831 409,295 45.7 
Frankf’t M., P’kf't. ee 10,000 ain 
Maryland Casualty, Baltimore.. Bae BS we 'eeebas 70,000 sie 
OCIS Sie vein'nas suSee ease Ne 2,307 831 489,295 36.0 
——e and Surety. 
Am. B. and Trust, Baltimore.. 612 163 112,556 26.6 
American Smeety, ‘New York.. 3,108 52 1,016,048 17.0 
City T., S. Dep. & S., Phila. ik See 100,710 os 
Fidelity and Deposit, pene. 2,781 60 414/300 2.1 
+ ‘o. of N. Am., Montreal.. i err 15, cone 
U. S. Fid. & Guar., Baltimore... ee Pee ee 222,952 ; 
TOMES Boi cwsciscsbiactesec 8,625 719 1,881,566 83.4 
Plate Glass. 
Lloyds Plate Glass, New York. 891 177 40,632 19.2 
Maryland Casualty, Baltimore.. ee eet ee 561 sna 
Metropolitan, New York........ 286 12 14,132 4.2 
New York Piate Glass, N. Y.. 71 59 3,577 83.1 
WRREB: sca ciacapeecexawe canoe 1,283 248 58,902 19.3 







































































ww Oe 
owg 
NamE AND LOCATION OF Premiums Losses Risks Written | o $.3 
ComPANy, Received. Incurred, | and Renewed. | % %& 
3 2 
= 
DeEtawarE—Cont. $ $ $ % 
Steam Boiler. 
Maryland Casualty, Baltimore... 26 ere 5,000 
Aggregates (Delaware)..... 25,963 7,981 6,824,927 30.5 
a seme 
ZEtna Life Pa dept.), tag 20,115 5,157 1,307,700 25.6 
Central Accident, Pittsburg. 562 680 1,427,700 19.1 
Employers Liability, London. 3,520 350 791,940 9.9 
Fidelity & Casualty, New York. 14,915 3,562 4,335,550 23.9 
Frankfort-American, New York. 58 6 45,000 10.4 
Frankfort M., & G., F’kf’t. 110 73 37,000 66.4 
General Accident, Perth...... aA: 1,034 85 979,750 8.2 
Great Eastern Casualty, N. Y.... 099 1,030 3,264,000 14.5 
Lon. Guar. & Accident, London. 294 gombae 106,000 ‘euas 
Maryland Casualty, Baltimore... 453 B 107,500 16.6 
New Amsterdam Cas. Loa cWese ds 2,450 221 358,850 9.0 
Pacific Mutual Life, San Fe ran. 3,164 878 3,787,000 27.7 
Standard Life & Ac. ., Detroit.. 4,898 759 1,648,250 15.5 
Travelers, Hartford ........seeee 41,628 12,267 11,289,350 29.4 
ese 32 Accident, New York.. 12,055 4,146 5,100,000 34.4 
Union Cas. & Surety, St. Louis. 201 41 46,500 20.4 
United States Casualty, N. Y... 1,070 1,633 536,000 | 152.3 
OUGIS sept iSave ties cecyvasicne 116,626 30,963 41,168,090 26.5 
Burglary. 
Fidelity & Cosnelts, ~ af York. 9,515 1,167 1,086,760 12.3 
General Accident, ane. masses 766 omnes 107, yea 
New Amsterdam Cas., N 666 07, 1.3 
DUE eictpebeastseestesceus 10,947 1,174 1,302,110 10.7 
Credit. 
American Credit Indem., N. Y.. ee ~ edie 13,000 aia 
Ocean Accident & Guar. Lon.. 1,050 175 19,000 16.7 
OURS Adéxcweces semeves ewes 1,580 175 32,000 11.1 
ms fa 90 Liability. 
Employers Liability, London.. 23,919 555 5,381,670 40.0 
Fidelity & Casualty, New York. 43,044 17,748 6,345,000 41.2 
Frankfort-American, n.¢ ork. 1,381 130 170,000 9.4 
Frankfort M., F’kf’t. 24,952 11,236 69,500 Kes 
London Guar. & Ricinos Lon. 19,404 12,078 2,700,000 62.2 
Maryland Casualty, Baltimore... 12,087 3,761 668,000 31.1 
New Amsterdam Cas., N. Y..... i SE 30,000 Lee 
Standard Life & Ac., Detroit... 8,646 544 1,235,000 6.2 
Travelers, Hartford ............- 36,385 2,590 4,330,000 I 
Union Cas. & Surety, St. a oe 1,227 172 260,000 14.0 
United States Casualty, N. Y.. 641 35 75,000 5.4 
TOUS icticice ecaiivi pascaeks 172,108 57,844 21,264,170 33.6 
Fidelity and Surety. 
J®tna Indemnity, Hartford...... 642 163,100 uate 
American B. & rust, ~~ 2,079 436,674 ease 
American Surety, New York.. 28,870 9,407,370 y fe 
City T., S. Dep. & S., Phila.. 1,509 308,486 wave 
Employers Liability, London.. 602 135,365 anise 
Fidelity & Casualty, New York. 1,752 340,850 2.3 
Fidelity & ; Baltimore.. 7,296 1,592,650 | 155.3 
Guar. Co. of N. Am., Montreal. 1,109 304, je ie 
Lawyers Surety, New Vorks..3. 1,882 1,029,385 PAB 
National Surety, New York..... 6,450 1,731,849 Mees 
U. S. Fid. & yuar., Baltimore.. 3,504 712,607 kate 
United States Guar., New York. 715 185,500 64.5 
WOES sce etkdeeele ee caéscus 56,470 16,347,836 24.7 
Plate Glass. 
7Etna Indemnity, Hartford...... 415 éveeas 14,433 eas 
Central Accident, Pittsburg..... 1,634 602 67,012 36.8 
Fidelity & Casualty, New York. 2,404 920 897 38.3 
ener ah ae ew York. 840 96 31,265 11.4 
Frankfort M., & _F’ kit, 154 82 10,193 53.2 
Lloyds Plate ting New ‘York. 7,966 2,083 362,216 25.5 
Maryland Casualty, seme ae 557 40 9,133 7.1 
Metropolitan Plate Glass, N. 7,312 2,150 9252 29.4 
nee w Jersey Plate Glass, ate a 4,056 630 1,017,234 27.6 
ork Plate Glass,” eh 5,986 1,456 w. 24.3 
Unies Cas. & Surety, St. Louis. To - Wess 10,419 eee 
Fotals: «xs Miia kioidh vexace 51,796 14,009 2,247,288 27.0 
Steam Boiler. 
Fidelity & Casualty, New York. 18,837 238 4,361, 700 12.6 
Frankfort-American, New York. i as eee 195, Fe 
Hartford Steam Boiler, Hartf’d. 47,185 637 5,720, 916 13.5 
Maryland Casualty, Baltimore.. Se eee : 205,000 care 
Union Cas. & Surety, St. Louis. eh ie a ‘ 
United States Casualty. N eo © wkioes 180,000 ‘ 
TOI  scsvccs Sebsasale weanee 68,348 875 10,742,616 12.8 
Automatic Sprinkler. 
Maryland Casualty, Baltimore.. : de re rer 15,000 
POOR s vackcecatensweareuseue A ee 15,000 
Aggregates (Néw Jersey).. 478,045 93,119,120 24.9 





| 
| 


118,978. 
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MISCELLANEOUS INSURANCE BY. STATES—Continued. MISCELLANEOUS INSURANCE’ BY STATES—Continued. 
322 322 
,. nn o~ 
Name AND LOCATION OF Premiums Losses Risks Written | .° 9.2 Name ANp LocaTION OF Premiums Losses Risks Written | o 9.3 
ComPANY. Received. | Incurred, | and Renewed. | @ 2 & Company. Received. | Incurred, | and Renewed. | % % & 
RHODE IsLanp. Montana—Cont. $ $ $ % 
_ Accident. $ $ $ To Plate Glass. 
#Btna Life (ac. og). Hartf’d.. 1,629 385 510,800 | 23.6 Frankf’t M., A..& P. G., F’kf’t. 1,184 985 31,270 | 83.2 
Central Accident, Pittsburg.....| 3,398 914 1,358,000 | 26.9 Metropolitan Plate Glass, N. Y. 1,714 1,192 67,761 | 69.5 
Employers jae, London.... 2,055 311 462,260 | 15.1 New York Plate Glass, N. Y.... 1,275 350 35,084 | 27.4 
Fidelity and Casua SE Y..... 16,669 3,460 6,842,700 | 207.7 Union Cas, & Surety, St. Louis. 441 82 9,180 | 18.6 
Frankfort M., A. & P. G., F’kf’t. 748 206 542,000 27.5 
General Accident, Perth......... 1,524 607 1,514,750 | 39.8 Faralae isis scales 4,614 2,609 143,295 | 56.5 
London Guar. & Accident, Lon. 162 aeons 60,000 sees 
Maryland Casualty, Baltimore... ae a 83,500 oo Steam Boiler. 
Preferred Accident, New York.. 5,560 1,585 2,432,000 | 28.5 Frankfort-American, New_York. ae = 100,000 
Standard Life and Ac., Detroit.. 1,661 414 533,500 | 24.9 Hartford Steam soiler, Harti’d. 5,316 eae 370,040 
Travelers (ac. dept.), Hartford.. 8,642 13,016 2,110,600 | 150.6 
Union Cas. & ene, St. Louis. 169 seeeee 40,500 | .... Willer. cose ccacenuvsicdeces MMIOE  \ iceages 470,040 
United States Casualty, N. Y.... 531 vc 299,000 13.9 fe eo a ore —s 
regates ontana)..... 82, ’ (2d, : 
ap RES Ore 43,144 20,972 16,789,610 | 48.6 curcgates ( ) 

Automatic Sprinkler. PENNSYLVANIA. 

Maryland Casualty, Baltimore... 50 eiedes 4,000 wees Accident. 
United States Casualty, N. Y.... 39 seeees 4,000 | ... Central Accident, Philadelphia.. 66,764 14,378 26,706,600 | 21.5 
Employers ——, London.... 7,943 1,209 1,787,255 15.2 
Totale ..ccccccccccccoctcccce 89 «anuad 8,000 eee Fidelity and Casua ie CA 86,731 15,940 31,790,200 18.4 
Burglary. Frankfort-American, New York. 104 queued 40,000 | .... 
Fidelity and Casualty, N. Y..... 831 4 79,320 5 Frankfort M., A. & P. G., F’kf’t. 7,478 596 2,288,650 7.9 
General Accident, Perth......... 28 eeccee 2,500 sees General Accident, Perth......... 6,802 1,206 5,728,750 | 17.8 
New Amsterdam Casualty, N. Y. 1,565 cesses 129,013 | .... General Accident, Philadelphia.. 1,363 90 648,250 7.0 
Gt. Eastern Cas. & Ind., N. Y.. 5,339 1,007 2,368,000 18.9 
Totals ..... wcesccccccsocccee 1,424 4 210,833 3 London Guar. & Accident, Lon. 5,405 3,209 1,629,000 59.4 

Employers Liability. = Maryland sameity, Baltimore.. 4,433 3,397 1,589,700 16.6 
Employers Liability, London.... 11,264 13,458 2,534,420 | 119.4 New Amsterdam Cas., N. Y.... 1,863 287 1,314,000 15.4 
Fidelity and Casualty, N. Y.... 32,866 9,010 2,605,000 | 27.4 N. American Accident, Chicago. 4,881 26 5,987,000 5 
Frankfort M., A. & P. G., F’kf’t. 8,264 2,143 940,000 | 25.9 Ocean Accident & Guar., Lon.. YY ae 2,500 Sasa 
Lon, Guar. & Accident, London. 2,387 1, 390,000 83.7 Preferred Accident, New York.. 79,283 13,218 36,402,000 16.7 
Maryland Casualty, Baltimore.. 4,723 260 529,000 5.5 Standard Life & Ac., Detroit... 31,497 10,107 5,383,400 | 32.3 
New Amsterdam Casualty, N. Y. 810 170 30,000 21.0 Travelers, Hartford ............ 173,621 963 43,764,286 54.7 
Standard Life & Ac., Detroit... 31 4,337 70,000 }1364.0 Union Cas, & Sur., St. Louis... 1,861 316 433,700 | 17.0 
Travelers, Hartford ........ee+e0- 33,940 8,607 2,415,000 25.4 United States Casualty, N. Y... 28,067 6,015 14,471,520 21.4 
Union Cas. & Surety, St. Louis. 4 526 i 110.3 
United States Casualty, N. Y... ,657 220 370,000 | 13.3 Totsle®..:<. cdeaaasewaseteae 513,447 165,964 182,334,811 | 32.3 

GMM .ccmsdatsanmndéx enka 96,706 40,728 10,139,420 46.9 Burglary. 

Fidelity and Surety. Fidelity & Casualty, New York. 27,841 3,148 4,362,935 11.3 
Etna Indemnity, Hartford...... 220 eeeese 45,400 vees General Accident, Perth......... 5,978 1,125 658,914 18.8 
American Surety, New York..... 10,258 90 3,336,186 9 New Amsterdam Cas., N. Y..... 1,991 401 236,474 | 20.1 
City T., S, pee & S., Phila.... 1,735 shesee 025 Pes 
Employers Liability, London... 7 ee 38,700 cece TEE  Sannduaseducdecaze anes 35,810 4,674 5,258,323 13.0 
Fidelity and Casualty, N. Y..... a errors: 33,450 eens Credit. 

Fidelity and Deposit, Baltimore. 6,463 886 1,126,400 13.7 Ocean Accident & Guar., Lon.. 16,551 32 290,000 19 
Guar. Co, of N. Am., Montreal.. Serer 376,500 Sasa Employers Liability, 
Lawyers Surety, New York...... 1,183 221 502,366 18.7 Employers Liability, London... 68,155 28,077 15,334,920 41.2 
National Surety, New York..... DS ge re 314,413 vyeks Fidelity & Casualty, New York. 90,405 34,993 8,045,000 38.7 
U. S. Fid. & Guar., Baltimore.. 3,097 11 469,150 3.5 Frankfort-American, New York. 228 676 50,000 | 296.4 
United States Guarantee, N. Y. 993 dgucne 203,975 nace Frankfort M., A. & P. G., F’kf’t. 74,193 60,541 6,825,000 81.6 
: General Accident, Perth......... 346 auhaad 40,000 asen 
EGUD ocndecdcuccccucucsvese 28,360 1,308 6,906,065 4.6 London Guar. & Accident, Lon. 19,167 3,391 2,710,000 17.7 
Maryland Casualty, Baltimore... 50,043 4,950 3,722,000 9.8 
Health. New Amsterdam Cas., 1 ee 5,654 504 855,000 8.9 
Travelers (ac. dept.), Hartford.. 217 | ne eee 16.6 Ocean Accident & Guar., Lon... GE dsnave 200,000 | .... 
Standard Life & Ac., Detroit... 20,928 5,293 1,450,000 25.3 
Plate Glass. Travelers, Hartford ........... aa 84,944 17,017 8,120,000 20.0 
Central Accident, sags * ge doa .. 3 eee wena eae Union Cas. & Surety, St. Louis. 1,850 4,528 1,370,200 | 244.8 
Fidelity and aa, 1° ie ee 2,056 448 107,334 21.8 United States Casualty, N. Y... 25,872 10,021 2,360,000 38.7 
Lloyds Plate Glass, New York.. 2,587 1,423 128,254 55.0 
Metropolitan Plate Glass, N. Y.. 1,271 695 68,445 | 54.7 WOME cv dincgatened sdaceaes 448,285 1€3,991 51,082,120 | 37.9 
New Jersey Plate Glass, Newark. 1,740 498 8,320 28.6 Fidelity and Surety. 
Maryland Casualty, Baltimore... | an ree 501 aowe 48tna Indemnity, Hartford...... 1,683 1,715 191,050 | 102.0 
New York Plate Glass, N. Y.... 1,229 622 64,088 | 50.6 American B. & Trust, Baltimore. 12,131 4,708 2,894,348 | 38.8 
Union Cas. & Surety, St. Louis. 155 24 3,699 15.5 American Surety, New York.... 93,176 698 29,113,080 60.8 
City T., S. D. & Surety, Phila.. 73,486 20,546 25,105,080 28.0 
TORS scesecccecccscocctcces 9,487 3,710 453,641 39.1 Employers Liability, London.... 1,157 saaane 260,325 Siac 
Fidelity & Casualty, New York. Gime: h = aeasae 1,513,880 anus 
Steam Boiler. Fidelity & Deposk, Baltimore... 42,133 3,333 10,866,994 78.1 
Fidelity and Casualty, N. Y..... 1,622 ueuane 536,000 cake Guar. Co. of N. Am., Montreal. 21,309 2,589 7,483,250 12.2 
Hartford Steam Boiler, Hartf’d. 20,535 11,255 1,996,300 54.3 Lawyers Surety, New York..... (7 eer 72,800 oe 
United States Casualty, N. Y... i en * 10,000 Kees National Surety, New York..... 11,578 4,322 3,108,224 37.3 
Maryland Casualty, Baltimore... $8 soni 000 United States Guar., New York. 2,938 561 800,160 | 19.1 
U. S. Fid. & Guar., Baltimore... 27,470 877 8,087,252 31.9 
TOURED, cc capecccsacceacoaness 22,263 11,255 2,567,800 60.5 
TOR cacanctcacaucaccdecess 294,678 95,354 89,496,443 29.0 
Aggregates (Rhode Isl’d).. 201,690 78,015 73,075,369 38.7 ; ealth, 
National Indemnity, Baltimore.. 396 eseece 99,000 
MonrtTANA. Travelers, Hartford ............- 3,549 eres Tae 
Accident. ; 
pi ag err 2,353 174 336,000 Totals ..... i a anahcanedade 3,945 dunea 99,000 
Frankf’t M., A. & P._G., F’kf’t. 9,897 11,388 416,000 | 115.2 Plate Glass. 
Frankfort-American, New York. i ae ree 10,000 3 “Etna Indemnity, Hartford...... 998 3 48,009 30.2 
Employers Liability, London.... 2 aa 104,710 Central Accident, Pittsburg..... 8,155 SS a 33.4 
Pacific Mutual, San Francisco.. 393 167 137,500 42.5 Fidelity & Casualty, New York. 11,805 3,181 528,042 27.0 
Standard Life & Ac., Detroit.... 112 Gt eaeaae 564.2 Frankfort-American, New York. 38 aasaas 2,774 “ine 
Travelers, Hartford ...........-- 8,278 4,823 794,250 58.2 Frankfort M., A, & P. G., F’kf’t: 680 702 46,964 | 103.2 
Union Cas. & Surety, St. Louis. ee 0d =-eaucad 5,000 gk Lloyds Plate Glass, New York.. 14,155 5,442 714,999 38.5 
Maryland Casualty, Baltimore... 1,347 308 29,975 22.9 
EOS cisscecies dvecucdaceee 21,560 17,184 1,803,460 79.7 i Plate Glass, N. Y. 11,321 4,593 508,770 40.6 
N. J. Plate Glass, Newark....... 2,329 113,806 31.3 

Employers Liability. New York Plate Glass, N. Y... 10,828 3,911 565,150 36.1 
Employers Liabilit , London... 313 16 92,945 5.1 Union Cas. & oe $t. Louis. 1,92 4! 51,160 25.6 
Frankf’t M., A. & Bp. G., F’kf’t. 42,410 34,673 500,000 81.6 U. S. Plate Glass, Phila......... 19,294 8,346 1,001,352 43.3 

MR edi acadecevecss densa 42,713 34,689 592,945 81.2 TNE obi ecctbandacdatasaesed $2,902 30,749 3,611,511 37.1 
: Steam Boiler. 

Fidelity and Surety. Frankfort-American, New_York. 990 ceccee 275,000 asec 
American Surety, New York.... ay RIE 99,700 aves Hartford Steam Boiler, Hartf’d. 113,293 31,624 17,534,939 27.9 
Employers Liability, London.... 90 226 20,445 | 251.1 Maryland Casualty, Baltimore... 4,747 coccce 1,370,000 cece 
Fidelity & Deposit, Baltimore.. 2,774 acane 525,850 anes Union Cas. & Surety, St. Louis. 659 ota 85,500 nea 

S. Fid. & Guar., Baltimore.. 5,255 dante 1,066,879 aoa United States Casualty, N. Y... 7,861 1,850,500 9.2 
EMIE  coeas Ui cdavscspsasciee 8,466 226 1,712,874 2.6 BOE sacudeccesdcicsccessse 127,550 32,349 21,215,939 25.3 
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MISCELLANEOUS INSURANCE BY STATES—Continued. MISCELLANEOUS INSURANCE BY STATES—Continued. 
4 
sei see 
NaME AND LOCATION OF Premiums Losses Risks Written | .o 3.2 Nams anv LOCATION OF Premiums Losses Risks Written | 0 $.3 
Company. Received. | Incurred, | and Renewed. | % 38 ComPany. Received. | Incurred, | and Renewed. | © ef 
ale 43 
PEnnsyLvanta—Cont. $ $ $ % Uran—Cont. $ $ $ % 
a, Leakage. Steam Boiler. 
Maryland Casualty, Baltimore... 1,437 114 153,000 7.9 Hartford Steam Boiler, Hartf’d.. 1,640 naaniae 158,000 
United States Casualty, N. Y... 1,571 éoenes 143,400 esse Aggregates (Utah) 44 24.186 12,098.211 | 35.3 
Totals Seeeeeeseeveseeeeseeeee 3,008 114 296,400 3.7 
Aggregate (Pennsylvania).| 1,526,083 499,227 353,684,547 | 32.7 Vpauone. 
Texas. 2tna Life, Hartford.........000 2,532 1,427 925,400 | 56.4 
Accident. Emp. Liability Assu. Corp.,Lon. 1144 1,552 257,540 | 135.7 
JEtna Life (ac. dept.), Hartf’d. 46,761 34,805 9,538,100 4.4 Fidelity and sualty, N. , wire 6,999 1,926 1,775,350 27.5 
Fidelity and Casualty, N. Y..... 73,247 32,263 17,457,725 44.0 mn. Guar. & Accident, U.S. br. 291 eoccee 76,000 ane 
New Amsterdam Cas., N. Y..... 468 | ceveee 77,500 cove Maryland Casualty, Baltimore.. 322 eocece 79,500 ones 
Pacific Mut. (ac. dept.), San F.. 3,842 2,786 4,289,100 72.5 Pac. Mut. Life, San Francisco.. 2,370 1,467,200 | 26.0 
Maryland Casualty, Baltimore.. 15,677 2,525 1,360,420 16.1 New Amsterdam Casualty, N.Y. Df —s_ eavece 14,000 aap 
Preferred Accident, New York.. 13,093 7,643 6,224,000 58.4 Preferred Accident, New York.. 3,260 1,897 1,671,000 58.2 
Standard Life and Ac., Detroit.. 6,831 4,778 265, 69.9 Standard Life and Ac., Detroit.. 3,770 1,104 652,350 29.3 
Travelers, Hartford ........ses0 136,883 96,446 18,487,010 70.5 [ravelers, Hartford.......s+++s0e 15,776 61 2,711,650 47.9 
Union Cas. & Surety, St. Louis. é 9, 1095, 96.8 Union Cas. and Sur., St. Louis. 1,337 634 233,700 | 47.4 
United States Casualty, N. Y... 4,902 1,436 2,856,650 | 29.3 
TOHRAIS cccvcccerscecvoceccese 306,654 190,781 58,817,555 62.2 
Totals ccccccccccccccccccsces 42,752 18,154 12,620,340 | 42.5 
Fidelity and Surety. 
American Surety, New York.... 17,432 4,806 4,505,845 27.6 rom Burglary. 
American B, and T., Baltimore.. oe aes 23, sass Fidelity & Casualty, N. Y....... 484 coecce 71,534 
Fidelity and Deposit, Baltimore. 16,702 6,057 2,882,250 | 36.3 aa 
National Surety, New York.... mae f°. odmeeee 892,225 ie Employers Liability. 
Fid. & Guar., Baltimore.. oe eee 90,56: Emp. Liability Assu. Corp.,Lon. 4,048 2,939 910,920 | 72.6 
nage J and Casualty, N. 7,443 1,040 680,000 14.0 
Totals ....ccscocveccscccceee 40,501 10,863 8,794,507 26.8 Lon. Guar & Accident, U. S. br. 228 eceeee 50,000 onan 
Maryland Casualty, Baltimore... 7,351 167 191,500 2.2 
Plate Glass. New Amsterdam Casualty, N.Y. 140 pat 10,000 | .... 
Fidelity and Casualty, N. Y..... 2,954 705 94,550 23.9 Standard Life and Ac., Detroit.. 300 avenue 60,000 west 
Lloyds Plate Glass, New York.. 2,362 1,205 84,682 51.0 Travelers, Hartford ..........+0- 857 wabinaas 70,000 nace 
Metropolitan Plate Glass, N. Y. 1,981 373 81,835 | 18.8 Union Cas. & Surety, St. Louis. 3,187 3 90,000 | 111.1 
New York Plate Glass, i oe 2,716 1,324 96,326 48.8 United States Casualty, N. Y... §3 obeese 10,000 wane 
Union Cas. & Surety, St. Louis. 2,189 261 54,929 11.9 
WORMED aansevasssosncceconse 23,607 7,686 2,072,420 | $2.6 
BEE cs bvcncswecnsdoeseosees 12,202 3,868 412,322 31.7 ae 
Fidelity and Surety. 
Steam Boiler. #£tna Indemnity, Hartford...... 195 waeaas 45,500 | ... 
Hartford Steam Boiler, Hartf’d. 16,541 4,724 1,633,282 28.9 American Surety, New York.... 1,882 1, 698,495 53.1 
Union Cas. & Surety, St. Louis. 2 ieee 105,000 | .... City T., S. Dep. & Sur., Phila.. 545, 96,500 | 34.5 
Fidelity and Deposit, Baltimore. 1,672 eneake 424,500 ea 
NOES 5 cS i eeussccksscunced 16,719 4,724 1,738,282 | 28.2 Fidelity and Casualty, N. Y..... 392 eseens 97,000 en 
Guar. Co. of N. Am., Montreal. 694 6 282,300 54.2 
Aggregates (Texas).......... 376,076 210,236 69,762,666 35.9 Lawyers Surety, New York..... wéeesie eeecee 2,700 Bee 
U. S. Fid. & Guar., Baltimore.. 1,154 weeeee 394,500 
Sout Daxora. 
Accident. DONDE cece cesavctecsbcsiends 6,534 1,564 2,041,495 23.9 
po ee ee 358 56 115,500 15.6 
Fidelity and Casualty, N. Y.... 1,185 102 360,750 8.6 : Health. 
Travelers (ac. dept.), Hartford.. 6,803 55,741 1,136,300 | 819.4 f@tna Life, Hartford ......seeees 27 eeeues ontans 
Travelers, Hartford ....cccccccee 27 hs) eee 
MURS Mos5s55ddsvasnsbeovares 8,346 55,899 1,612,550 | 669.7 
Totals @eeeeeeeeecesseeoeeeeeee eo 64 eeeeee ee ee 
Burglary. 
Fidelity and Casuaity, N. Y.... Ty wiksnive 94,000 | .... —— Plate Glass. 
Fidelity and Casualty, N. Y.... 646 ‘(31 33,670 | 20.3 
Employers Liability, loyds, New York....... seeceece 1,049 238 65,034 22.7 
Fidelity and Casualty, an 677 11 10,000 1.6 Maryland Casualty, Baltimore.. 56 eeeses 1,073 | .... 
Metropolitan Plate Glass, N. Y.. 407 266 16,008 65.4 
Fidelity and Surety, New York, New York........... 300 214 15,403 | 71.3 
American Surety, New York.... <r 532,616 ‘. Union Cas. & Surety, St, Louis. 133 esssee 3,180 esis 
U. S. Fid. & Guar., Baltimore.. ik a eee 102,491 5 
eid — — OMS: sekvcecseccessscsccess 2,591 849 124,368 $2.7 
OtalS ccccccccccccccccccs eee yOse | ceccce y ‘ 
_. Steam Boiler, 
Plate Glass. Fidelity and Casualty, N. Y..... 2,293 ecccee 856,500 er 
Fidelity and Casualty, N. Y..... 197 109 7,659 | 55.3 Hartford Steam Boiler, Hartf’d.. 4,203 62 596,423 1.4 
Lloyds Plate Glass, N. Y........ 1,278 385 45,587 | 30.1 Maryland Casualty, Baltimore... 236 ooeeee 50,000 | .... 
Metropolitan Plate Glass, N. Y. 83 40 1532 | 48.2 Union Cas. & Surety, St. Louis. 12 ieee 20,000 | .... 
New York Plate Glass, N. Y.... 114 35 5,030 | 30.7 United States Casualty, N. Y... 7 50 15,000 | 51.5 
MN: dvcencivescnatrvennins 1,672 569 65,808 | 34.0 Totals ......sssesesecereeees 6,841 112 1,537,923 | 16.4 
Steam Boiler. Aggregates (Vermont)....... 82,863 28,365 18,474,080 | 34.2 
Hartford Steam Boiler, Hartf’d.. 2,157 10 221,923 
Aggregates (South Dakota). 14,155 56,489 2,639,388 | 299.3 Weems 
Uran. #£tna Life, Hartford..........0.. 1,097 637 225,500 [ 58.1 
Accident. Employers Liability, London.... 11 9 25,085 8.1 
Frankf’t M., A. & P. G., F’kf’t. 28,397 12,575 1,416,009 | 44.3 Fidelity and Casualty, N. Y.... Ct erro 102,500 | .... 
Preferred Accident, New York.. 17,723 207 6,237,000 | 12.5 Prankfort-American, New York. ae ee 10,000 | ... 
Standard Life and Ac., Detroit. 665 321 29,000 | 48.3 Pacific Mutual Life, San Fran... 1,361 469 465,600 | 34.5 
t d Life & Ac., Detroit.... 6,363 3,142 205,200 49.4 
WIRIIS os vesccesocuenchicoues 46,785 15,103 7,682,000 | 32.3 Travelers, Hartford........... * 1,511 138 83,350 9.1 
Employers Liability. MOUND | cschiscenecsoccs mand 10,896 4,395 1,117,235 | 40.4 
Employers Liability, London.... 4,959 258 ecccce 5.2 are 
Employers Liability, 
Fidelity and Surety. Employers Liability, London.... my eadave 17,015 
American Surety, New York.... 963 ecccce 223 teen a 
Fidelity and Casualty, N. Y.... 10,066 8,339 3,381,126 82.9 _ Fidelity and Surety. 
U.S. Fid. & Guar., Baltimore.. Cee ‘ 453,882 | .... American Surety, New York.... 100 | evens 22,300 
aoe oe im — om. 2 a | Feet ee: 1 S ames ae 
SRBIR Sos cncunesiccecscavecs , * . idelity an eposit, Baltimore. SD | weeeee 2,900 
= VU. S. Fia. & Guar., Baltimore.. ae 3 
Plate Glass. 
Lloyds Plate Glass, N. Y........ 706 Se $4.4 TOMS. cas ececsecsievenes. chic lS aa 490,100 
Metropolitan Plate Glass, N. Y. 768 189 33,028 24.6 
New York Plate Glass, N. Y.... 456 22 15,275 | 4.8 Plate Glass. 
N. J. Plate Glass, Newark....... 141 $2 5,677 | 22.7 Lloyds Plate Glass, New York.. 728 52 27,956 2 
WSIS Si sac ccsbishucscawenss 2,071 486 53,980 | 23.5 Aggregates (Wyoming).... 14,071 4,447 1,652,306 | 31.6 












































